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JUST OUT 


Thomson’s Clinical Medicine 





Dr. Thomson's work gives you the results of over half a century of active practice 
and teaching. It is strictly the application of medical learning to the cure and 
relief of the sick. It is a bedside medicine. You get first a chapter on the 
mechanism of “catching cold,” pointing out its significance as a factor in the 
etiology of other diseases, and giving you the treatment. Then you get a chapter 
on common symptoms and their interpret itions pain, emaciation, cough, 
dyspnea, edema, vomiting. The discussion of pam is particularly full, giving 
you, in an article of 18 pages, the significance of every kind of pain. Then comes 
a chapter on the remedies themselves—their action and uses. Here are taken up 
electricity, cold, heat, habit and environment, the various classes of drugs, and 
vaccines and serums. Next comes a section of 165 pages on the infections, 
giving you a classification of really practical v: alue, definite means of diagnosing, 
and plans of treatment evolved during fifty years of practice. A special chapter 
is devoted to infections by the bacillus coli. Next comes a large section on dis- 
eases of special tissues or organs, giving you those methods of diagnosis and 
treatment found valuable by Dr. Thomson himself, in many cases including tried 
prescriptions. The chapter on the ductless glands is particularly valuable, bring- 
ing out the bearing of internal secretions on disease. A final chapter takes up 
cancer of the various organs, emphasizing early diagnosis. 
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The record of over 50 years’ successful practice 
Octavo of 667 pages. By Wittiam Hanna THomson, M D., LL.D., formerly Professor of the Practic« 
Medicine and Diseases of the Nervous System, New York University Medical Colleg: Cloth, $5.00 net. 





Order this book to-day 


W. B. SAUNDERS COMPANY, Philadelphia and London 
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JUST READY—TWO NEW AND DISTINCT EDITIONS OF 





RAY’S ANATOM 





en 


Anatomy, Descriptive and Applied 
By HENRY GRAY, F.RS. 


Fellow of the Royal College of Surgeons; Lecturer on Anatomy at St. George's Hospital Medical School, London. 


NEW AMERICAN EDITION—JUST READY 


THOROUGHLY REVISED AND RE-EDITED 


TERMINOLOGY FOL- 
THE B NA 


WITH THE ORDINARY 
LOWED BY 


By EDWARD ANTHONY SPITZKA, M.D. 
Professor of General Anatomy in the Jefferson 
Medical College, Philadelphia. 

Imperial octavo, 1502 pages, with 1225 large and elaborate 
engravings. Cloth, $6.00 net; leather, $7.00 net. 


In this new revision every line has been 
critically considered and the whole volume 
has again been brought abreast of the latest 
advances with the most approved methods of 
presentation. The ordinary terminology is 
given precedence, but the Basle Anatomical 
Nomenclature is added in parentheses so 
that either can be used with facility. 

A feature in which GRAY has always been 
unique—the names of the parts being engraved 
wherever possible, directly on the illustra- 
tion—is carefully preserved. The reader 
is thus enabled to learn the nomenclature, 
positions, extent and relations of the parts at 
a glance, with the minimum of effort and 
the maximum of permanence, 7x contrast with 
the mental waste caused by the old-fashioned 
and cheap system of reference letters or 
leaders. Colors are used abundantly through- 
out, and a superb index, comprising both 
terminologies in a single alphabet, com- 
pletes all the service which it is possible for 
a book to render. As a teaching instru- 
ment the new GRAY’S ANATOMY embodies 
all that careful thought and unstinted expen- 
diture can combine in a text-book. 








PHILADELPHIA 
706-8-10 Sansom Street 


LEA & FEBIGER 


NEW ENGLISH EDITION—JUST READY 


THOROUGHLY REVISED AND RE-EDITED 


WITH THE BASLE ANATOMICAL NOMENCLA- 
TURE IN ENGLISH. 


By ROBERT HOWDEN, M.A., M.B., M.C. 


Professor of Anatomy in the University of Durham, 
England 


Imperial octavo, 1407 pages, with 1126 large and elaborate 


engravings. Cloth, $6.00 net; leather, $7.00 net. 


In the English Edition, edited by Professor 
Howden, the most striking feature is the sub- 
stitution of the Basle Anatomical Nomencla- 
ture in first place. According to the judg- 
ment of Professor Howden, in which Professor 
Mall and other leading American anatomists 
concur, the BNA terms are given in 
English, except where the Latin form is 
universally used. Regardiess of the expense 
of re-engraving, the BNA terms have been 
cut on the face of the parts in the illustrations 
wherever possible, so that this feature—unique 
in GRAY’S ANATOM Y—is preserve”. The 
reader thus learns at a glance the names, 
positions, extent and relations of the parts, 
and avoids the immense waste of effort caused 
by the outworn system of reference letters or 
leaders. Colors are abundantly used. A 
Glossary gives the equivalents of the three 
systems of nomenclature — the BNA in 
English, in Latin, and the ordinary terminol- 
ogy—in parallel columns, so that command 
of all is facilitated. -Thus combining every 
facility from the didactic standpoint, GRAY 
has always been by far the easiest book from 
which to teach or learn anatomy. 


NEW YORK 
2 W. Forty-Fifth Street 
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NEW WORK JUST READY 


SURGERY 


ITS PRINCIPLES AND PRACTICE 
By ASTLEY P. C. ASHHURST, A.B., M.D., F.A.C.S. 


Instructor in Surgery in the University of Pennsylvania; Associate Surgeon to the Episcopal Hospital; 
geon to the Philadelphia Orthopedic Hospital and Intirmary for Nervous Diseases. 


Handsome large octavo, 1141 pages, with 7 colored plates and 1032 
illustrations, mostly original, in the text. Cloth, $6.00 net. 


The talented author has already won recognition as being among the world’s leading surgeons. He 
combines in exceptional degree a philosophic grasp of the principles, experience in the practice of all 
branches of surgery, and exhaustive familiarity with the literature of the whole field. Reflecting such 
qualifications his book will be promptly recognized on its merits as the leading text for students, and the 
ideal guide for all those who have practical surgery to do. The author’s marked literary ability has 
enabled him to present clear and accurate statements of fact, to emphasize the underlying principles, to 
elucidate pathology and diagnosis, to give the indications for treatment and to complete the whole with 
adequate descriptions of operations. Of the wonderful series of 1032 illustrations, mostly original, each 
one is chosen for the information it conveys. The reputation gained by the author’s standard monograph 
on Fractures of the Elbow is well sustained in his chapters on Fractures and Dislocations, and on diseases 
of the Bones and Joints. Genito-Urinary Surgery, Gynecology and Orthopedics, subjects not usually 
included in works on Surgery, are discussed so far as required by the general surgeon 


Assistant Sur- 


NEW (4th) EDITION JUST READY THOROUGHLY REVISED 
THE DISEASES OF THE 


NOSE, THROAT AND EAR 


MEDICAL AND SURGICAL 
By WILLIAM LINCOLN BALLENGER, M.D. 


Professor of Otology, Rhinology and Laryngology, College of Physicians and Surgeons, Chicago 


Octavo, 1080 pages, with 533 engravings, mostly original, and 33 plates. Cloth, $5.50 net. 
on the Labyrinth. Great 
Thirteen 


\ 


The distinguishing feature of this new edition will be found in its chapters 
labor has been bestowed in marshalling the facts and formulating them for teaching purposes 
original colored plates now illustrate the physiological and pathological manifestations of nystagmus. 
careful study of these alone will suffice to convey a clear idea of the subject. 

The call for a new edition has been utilized to subject the entire book to a searching revision and 
to bring it fully to date. Every line has been revised, all obsolete matter has been eliminated, and much 
new text has been incorporated, with many new illustrations and plates, all of which were drawn by the 
author. He believes that the work, thus brought to date, affords a well-balanced presentation of its closely 
related specialties, and that it covers the field —From the Preface. 


IN PRESS FOR EARLY PUBLICATION 
Lord on Diseases of the Respiratory Organs 


Norris on Blood Pressure Coakley on the Nose and Throat “toiriox 
Tibbles’ Dietetics Knowles on Diseases of the Skin 
Wright and Smith on Diseases of the Nose and Throat 
Polak’s Gynecology Harrington’s Practical Hygiene ‘foiron’ 


706-8-10 Sansom Street LEA & FEBIGER a W. Forty-Filth Street 
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State Association list appeared In this space two weeks ago—the officers of the A. M. A. last week. Corrections will be appreciated. 
SOCIETY PRESIDENT SECRETARY NEXT ANNUAL MEETING 
AMERICAN MEDICAL ASSOCIATION....\John A. Witherspoon Nashville, 
American TRE. nccshanscnnmncneiinesss Alex. R. Craig, 535 N. Dearborn St., Chicago 
Academy: of Medicine......... scecceccece |Ray L. Wilbur, San Francisco....|Charles McIntire, Easton, Pa.........++++ eccece 
Academy of Ophthal. and Oto-Laryng.. |J. M. Ray, Louisville, Ky......... Lee M. Francis, 575 Delaware Ave., Buffalo..|/Boston, Oct. 19-21, 1914. 
Association of Anatomists...........++ G. Carl Huber, Ann Arbor, Mich./C. R. Stockard, Cornell Univ. M. C., New York.|Dec. 28-30, 1914. 
Association of Genito-Urinary Surgeons..|Hugh Cabot, Boston ........... R. F. O'Neil, 379 Beacon St., Boston........ 
Association of Obstetricians and Gyn..../Charles N. Smith, Toledo......... E. Gustav Zinke, 4 W. 7th St., Cincinnati....|Buffalo, Sept. 15-17, 1914. 
Assn. of Pathologists and Bacteriologists|John J. MacKenzie, Toronto, Ont.j/H. C. Ernst, Harvard Med. School, Boston.... 
Association of Railway Surgeons..... ---|D. 8. Fairchild, Clinton, Ia...... Louis J. Mitchell, 29 E. Madison St., Chicago./Chicago, Oct. 14-16, 1914. 
Climatological Association ....... sseeessiJames M. Anders, Philadelphia...;/Guy Hinsdale, Hot Springs, Va.............. 
Dermatological Association...... erccceccce Sigmund Pollitzer, New York....jOliver 8. Ormsby, 32 N. State St., Chicago...|1915 
Electro-Therapeutic Association..... e++++/George E. Pfahler, Philadelphia..|J. W. Travell, 27 E. llth St., New York....|Battle Creek, Sept. 15-17, '14 : 
Gastro-Enterological Association......... Jacob Kaufmann, New York City.|/F. W. White, 322 Marlborough St., Boston... | 
Gynecological Society.......csesesesesees|/Thos, J. Watkins, Chicago....... LeRoy Broun, 148 W. 77th St., New York....)1915 
Laryngological Association.......... ++ee+|Thomas Hubbard, Toledo, O...... Harmon Smith, 44 W. 49th St., New York.. t 
Laryn., Rhin. and Otol. Society........JJos. A. White, Richmond Va..../Thos. J. Harris, 104 E. 40th St., New York.. 
Medico-Psychological Association......../Carlos F. MacDonald, New York.jCharles G. Wagner, Binghamton, N. Y....... ‘ 
Neurological Association...... ecececccccs Henry Hun, Albany, N. Y.......- Alfred R. Allen, 2013 Spruce St., Philadelphia 
Ophthalmological Society........... +++++|Robert Sattler, Cincinnati Ohio..|/W. M. Sweet, 1205 Spruce 8t., Philadelphia 
Orthopedic Association. .........eseseeees G. G. Davis, Philadelphia........ R. R. Fitch, 365 East Ave., Rochester, N. Y. ; 
Otological Society......cscccccsecesecess Jas. F. McKernon, New York...... John B. Rae, 247 W. 70th St., New York..... : 
Pediatric Society.........cccccccccccosece George N. Acker, Washington...|/8. S. Adams, 1801 Conn. Ave., Wash., D. C./\Cape May, May 25-27, 1915 
Physicians, Association Of....scseseseses -|/Samuel J. Meltzer, New York..../Geo. M. Kober, 1819 Q St., Washington, D. C./1915 t 
Physiological Society.........++. ecccccecce W. B. Cannon, Boston............ A. J. Carlson, University of Chicago, Chicago|St. Louis, Dec. 27-30, 1914. 
Proctologic Society.........ese. e+eeeeessiJohn M. Matthews, Louisville, Ky.|A. J. Zobel, Shreve Bldg., San Francisco.... : 
Public Health Association.........seese-+ William C. Woodward, -Washing- i 
Se, BERR Ce 2 gl Selskar M. Gunn, 755 Boylston St., Boston..| Jacksonville, Fla., Nov. 24, "14, 
Roentgen Ray Society..........-.+s+e+: Sidney Lange, Cincinnati......... W. F. Manges, 264 S. 16th St., Philadelphia'Cleveland, Sept. 9-12, 1914. 
Society of American Bacteriologists....)/Chas. E. Marshall, Amherst, Mass.j|A. Parker Hitchens, Glenolden, Pa.......... Philadelphia, Dec. 29-31, lyl4. 
Assn, for Study & Prev. of Inf. Mort.../J, Whitridge Williams, Baltimore|Philip Van Ingen, N. Y. City.............. Boston, Nov., 1914. 
Ex. Sec., Miss G. B. Knipp, 1211 Cath. St., Balt 
Society of Tropical Medicine............ Capt. Chas. F. Craig, U. S. A...jJohn M. Swan, 457 Park Ave., Rochester, N. Y.|San Francisco, 1915 
Surgical Association........csscececeeess George E. Armstrong, Montreal. .|Robt. G. LeConte, 1530 Locust St., Phila....|Rochester, Minn., 1915 
Therapeutic Society.........+. ececccccece Howard Van Renssalaer, Albany..|Lewis H. Taylor, The Cecil, Washington, D. C. 
Urological Association........ccccccccces J. Bentley Squier, New York....j/H. A. Fowler, The Cumberland, Wash., D. C. 
Assn. of Military Surgeons of the U. S..... Charles Adams, Ill. N. G., Hon- 
errr re S. C. Stanton, 535 N. Dearborn St., Chicago|Cincinnati, Sept. 29—Oct. 2. 
Congress Am. Phys. and Surgs. of N. A..|/Wm. C. Gorgas, Ancon, C. Z...... W. R. Steiner, 4 Trinity St., Hartford, Conn.|Washington, May, 1916. : 
Conference of State and Prov. Bds. of N. A.|J. S. Crumbine, Topeka, Kan....|W. 8. Rankin, Raleigh, N. C.........0....0. : 
Med. Association of the Southwest........ S. S. Glasscock, Kansas City, Kan.|Fred H. Clark, El Reno, Okla................ Galveston, Nov., 1914. ' 
Mississippi Valley Medical Association....|/D’Orsay Hecht, Chicago...... .... Henry Enos Tuley, 705 S. 3d St., Louisville, Ky./\Cincinnati, Oct. 27-29, 1914. ; 
Missouri Valley, Medical Society of the..../F. B. Tiffany, Kansas City, Mo../Chas. Wood Fassett, St. Joseph, Mo........... | Des Moines and Colfax, Ia.,1914. ; 
National Assn. for the Study of Pellagra../C. H. Lavinder, Savannah, U.S.P.H.S|J. W. Babcock, Columbia, 8S. C............... }1915. 
Nat. Assn. for Study and Prev. of Tuber...;/Homer Folks, New York City....|/H. B. Jacobs, 11 Mt. Vernon PL, EGmese. 
Nat. Assn. for Study of Epilepsy.......... W. C. Graves, Chicago. .........++. - ©. Bee, BOR, Th, Boece ccoccececcsocces 
Southern Medical Association............ Stuart McGuire, Richmond, Va../Seale Harris, Van Antwerp Bldg., Mobile, Ala.|Richmond, Nov. 9-11, 1914 
Southern Surgical and Gyn. Association../John W. Long, Greensboro, N. C.|W. D. Haggard, Jr., 148 8th Av. N., Nashville|Asheville, N.C. Dec.15-17, "14. ! 
Western Surgical Association............. .|/Byron B. Davis, Omaha, Neb..... Arthur T. Mann, Donalson Bidg., Minneapolis|Denver, Dec., 1914. 

















True nutrition begins when digestion has been completed; 
hence in many cases predigested nutriment serves a useful 
purpose in acute illness or during convalescence. 


iouid Feptonoid 


supplies predigested Protein and Carbohydrate from Beef, 
Wheat and Milk, in a form relished by the patient and 
welcomed by the cells of the body. 


Is invaluable as an The Quiimaton Ghemical Ge: 


Emergency Nutrient or 
hocitory Food Tonic. Yonkers, WY. 
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“Cancer of the Stomach 








A Partial List of the Refer- 
ences to Cancer in Dr. 


Stockton’s Book 


Cancer. absence of laboratory proof in, 422, 
423. 
age for, 379, 380. 
alcohol, influence of, on, 386, 387. 
anasarca with 426. 
anemia. with, 424, 425. 
anorexia in, 456. 
bleeding in, 475, 476. 
colloid, 403, 
comparison of cises of, per million living 
in Sud- and Nordbayern, 390, 391. 
complications deceiving diagnosis of, 380. 
cure of, 453. 
diagnosis of, 379, 380. 
difficulties of, in some cases, 422, 423. 
424. 
surgical exploration in, 454. 
diagnostic importance of occult blood test 
in, 477. 
differential diagnosis of, 412, 413, 414 
distinguished from chronic catarrhal gastri- 
tis, 586. 
distribution of, urban and rural, 382, 383 
due to gastric ulcer, 362. 
early diagnosis of, importance and difficulty 
of, 379, 380. 
a edema with, 426. 
external agent causing, 378, 379 
fever as a symptom in, 424. 
forms of, as shown by countries, 385, 386, 
387. 
inaccessible and difficult to diagnose, 389. 
frequency of, 379, 381. 
gelatinous carcinoma, 403. 
geographical distribution of in Bavaria, 
Kolb, with table showing, 392, 393. 
geologic influence on, 379. 
grafted upon pyloric ulcer, contingent with 
pyloric stenosis, 412. 
growing upon ulcer, 414, 416, 417 
growth of, from ulcer scar, 415. 
on chronic peptic ulcer, 416, 417. 
on recurring peptic ulcer, 418, 421. 
importance of early diagnosis of, 454. 
increase of, in country, 382. 
inflammatory tumor resembling, case cited, 
413. 
living cases of, per million, in Switzerland, 
table of, 394. 











To be without Stockton’s “Diseases 


35 W. 32d St., New York 


Name 





D. Appleton & Company, Publishers 


includes about 50% of all cancer. 80 to 90 per 
cent. of all cases of cancer occur somewhere in the 
digestive tract.’'"— Charles G. Stockton M.D. 


Facts like these show how close is the relation 
between disease of the stomach and other diseases, 
cancer in particular. The need for a work covering 
these important relations has been amply met in 


DISEASES of the 
STO M ACH 


y 
Charles G. Stockton, M.D. 


Professor of Medicine, Medical Department, University of Buffalo; 
Attending Physician, Buffalo General Hospital, etc. 


Containing over two hundred index references 
to cancer alone, Dr. Stockton’s work is a most im- 
portant contribution to the literature of the malig- 
nant tumors. 


But this is only one of its many valuable 
features. Conditions other than cancerous are 
considered in an equally thorough manner. 


The stomach and its diseases are discussed in 
relation to tuberculosis, to febrile, cardiac, renal 
and skin diseases, to arthritis, asthma, malaria and 
various other diseases. 

The chapters on fluoroscopy and radiography 


are especially noteworthy. The illustrations in 
this section are alone worth the price of the book. 


of the Stomach” is to be handicapped at every stage of your practice 


D. APPLETON & COMPANY, Publishers, NEW YORK 


Date 


Please send me, carriage prepaid, check herewith (or charge to my account) Steckton's “Diseases of the Stomach.” Cloth $6.00 net 


Street No. 


State 
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= BF-N OG wee). | 
PRACTICAL PEDIATRICS 


A Modern Clinical Guide in the Diseases of Infants 
and Children for the Family Physician. With Chap- 


ters on Development and Anomalies of Development. 








By James H. McKee, M.D., Professor of Pediatrics, Medical Department of Temple 
University, Philadelphia; and William H. Wells, M.D., Assistant Professor of Obstetrics, 
Jefferson Medical College, Philadelphia. Special Chapters by John Madison Taylor, A.M. 
M.D., Associate Professor of Non-Pharmaceutic Therapeutics, Medical Department, Temple 
University, Philadelphia. 


146 Illustrations (238 Figures) Octavo. Two Volumes. Cloth $12.00 


NOTE—Those who want a thoroughly practical treatise on modern pediatrics should by all means examine 
this work, as it contains many new features that will appeal to the busy practitioner. The authors have made 
a special study of the subject and have devoted their energies to this particular line for years, and they are 
active practitioners and teachers. The publishers have prepared an elaborate circular in which is reprinted 
a number of illustrations, table of contents, preface, description and scope, etc. This will be mailed free to 
anyone upon request. 


P BLAKISTON'S SON & Co.PHILADELPHIA 


PUBLISHERS OF BOOKS ON MEDICINE, SURGERY, AND FOR PRE-MEDICAL COURSES 
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Gold Medal Awarded at XVII International 
Congress of Medicine, London, 1913 








On Drearms. By Dr. Sigm. Freud. Cloth, $1.00. 


‘The interpretation of dreams is the royal road to a knowledge of the part the unconscious plays in mental life.” 


Ambidexterity and Mental Culture. By H. Macnaughton-Jones, M.D., Lon- 
don. Cloth, 75 cts. 


“My design in these pages is to condense in abstract the conclusion that may be drawn from the authoritative opinions 
of a number of leading physiologists, psychologists, and teachers inthis country and abroad.” (From the Introduction. ) 


Local Anaesthesia. By Dr. Arthur Schlesinger, Berlin. Cloth, $1.50. 


“The chief aim of this book is to enable those who have no opportunity to gain acquaintance with the various methods by 
observing the m in actu al practice, to perfect themselves in technique by proceeding gradually from the simpler to the more 
difficult task."" (From the Preface. ) 


The Mechanism of Life. By Dr. Stephane Leduc, Paris. Cloth, $2.00. 


“In the present volume the author has collected all the data necessary for a complete survey of. “ike mechanism of life, 
which consists essentially of those phenomena which are exhibited at the contact of solutions of different degrees oi concen- 
tration. (From the Preface of the Translator.) 


Diseases of The Labyrinth. By Erich Ruttin, Vienna. Cloth, $2.00. 
Translator’s Preface 


This translation of Dr. Ruttin'swork on the labyrinth has been made in response to the persistent demand on the part of 
many American and English students of otology who have followed the author in the Vienna Clinic and who wish to possess 
the monograph in their own language 

Others, both otologists and general practitioners, who are not familiarwith recent progress in the diagnosis and treat- 
ment of labyrinthine complications, will find it a practical treatise upon the subject, which should prove a_useful guide in 
dealing intelligently with those cases of labyrinth involvement which are constantly appearing in practice, but which until 
very recently have too often been unrecognized or misinterpreted 


The original text has been closely followed, though the case histories have been somewhat abbreviated. HORACE NEWHART 


REBMAN COMPANY NEW YORK 


141-145 West 36th Street 
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bs 1- 0. Telephone 619 Greeley 
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Fourth-of-July Injuries 


and their treatment. 








Prompt subcutaneous injection of Antitetanic 
Serum, P. D. & Co., is suggested in all cases in which 
there is reason to fear that infection with tetanus 
bacilli may have taken place. In the treatment of 


suspicious injuries this is the usual procedure: 


Inject subcutaneously 1500 units of Antitetanic Serum. Freely 
incise the wound. Carefully remove every particle of foreign mat- 
ter. Cauterize thoroughly with a 25-per-cent. solution of phenol 
(carbolic acid) in glycerin or alcohol. Apply a loose wet boric-acid 
pack, or pack with gauze well charged with Antitetanic Dusting 
Powder, changing the dressing daily. Continue the injections of 


antitoxin if indications of tetanus arise. 


ANTITETANIC SERUM: . phe 
Bio. 140. 1500 units in plain bulb, boxes of 3, per box, - - $4.75 
Bio. 141. 1500 units in syringe container (supplied on unspecified orders), per pkg., 2.50 
Bio. 142. 3000 units in syringe container, per package, - . 4.25 
Bio. 143. 5000 units in syringe container, per package, - - - 6.00 


ANTITETANIC GLOBULINS, DRY: 


Bio. 130. Sealed glass bulbs containing 1500 antitetanic units, per package, 2.50 


ANTITETANIC DUSTING POWDER: 
Bio. 125. Vials of | gram, per vial, - . - ° ° 1.00 


Druggists should be urged to have supplies on hand for emergencies. 


eee PARKE, DAVIS & CO. 
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The National Pathological Laboratory | 
Mallers Bldg., 5 S. Wabash Ave., Chicago, Ill. | 


A few items from our fee table. 


: WASSERMANN T E S T } COWAN. Diseases of the Heart. With chap- 
00. ters of the Electro-Cardiograph and the 


$5. Ocular Manifestations in Arterioscle- 
rosis. 438 pages, illustrated. Cloth $4.00 


Its points of superiority as done in our $5. pee ee Ke and Motor — 2 




























1. ape cne pn given by Wassermann is rigidly | LEWIS. Clinical Disorders of the Heart Beat. 
adhered to. ; New second edition, just ready... $2.00 

2. The several reagents are tested daily. LEWIS. Clinical Electro-Cardiography$2. 50 
3. An unusual number of fresh controls are used. HONAN. What Heart Patients Should Know 
4. In every test three different antigens are used | and Do.. . $1.20 
of which one is a specific liver antigen. }j/ BISHOP. Heart Disease, Blood Pressure and 
This is equivalent to three separate tests | the Nauheim we Fourth revised 

on each specimen. | edition. “* - $5.00 
HIRSCHFELD. Heart “and "Blood Vessels. 

5. All specimens are tested for native sheep am- Their Care and Care. $1.25 
boceptor. When found, this error is cor- MACKENZIE. Diseases of the Heart. New 
rected by the Noguchi or some other method. | editica . fe ¥ $5.50 








All Serological Tests $5.00 Headquarters in America for English Importations 


| New Books Received As Soon As Published 








Comp!ement Fixation Diagnosis for Gonorrhea. Abderhalden's Diagnosis of Pregnancy. 


Lange’s colloidal gold differential diagnosis of spinal fluid $5.00 CHICAGO MEDICAL BOOK CO. 


Histological diagnosis of a tissue - - - - §.00) | Medical Booksellers, Publishers and Importers. 
Autogenous Vaccines - - - - = = « + §.00) Congress and Honore Sts. CHICAGO 
Sterile Containers with Instructions Sent Free on Application. ———EEE 














Nervousness anv Insomnia 


ADALIN 

























Samples and literature supplied by ~ 


THE BAYER COMPANY, Inc. 
P. O. Box 2162 NEW YORK 117 Hudson Street 
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Views in the Analytical Department 








Modern Pharmaceutical Manufacturing 


THE ANALYTICAL 
DEPARTMENT 
Second Article 











[The twenty-eighth of a series of articles on the Lilly Laboratories] 


VERY Lilly Product is manufactured under the supervis- 

ion of the Analytical Department, chemical tests being 
applied whenever it is possible to control the process in this 
manner. Any difficulty which is experienced in the manu- 
facturing departments is immediately investigated by a chem- 
ist experienced in pharmaceutical manufacturing. In this 
way we are assured that every process is properly carried 
out, 


N the standardization of fluid extracts, Eli Lilly & Company 

were pioneers and today fluid, solid and powdered ex- 

tracts, tinctures and other products are adjusted to a definite 
strength wherever it is possible. 


y is needless to say that the most accurate methods availa- 

ble are employed in assaying these preparations and no 
effort is spared in eliminating the possibilities of error. Each 
standardized product is assayed at least three times before 
leaving our laboratories. Two experienced men are engaged 
in the assay of each preparation and if all results do not 


agree within the limits of experimental error, more assays 
are made until the accuracy of the work is beyond question, 


VEN after the close supervision of crude materials and 

manufacturing processes, no Lilly Product escapes a final 
rigid inspection. At this time the working formula and re- 
cords are also examined to see that all steps in the process, 
including the chemical tests and assays, have been properly 
carried out. The records of the Analytical Department in- 
clude a complete file of working formulas, showing the 
changes which are being made to improve the products. 


NLY products which are found to be perfect are passed 
and placed in stock, a sample of each being filed away 
so that it can be examined at any future time. 


The next article will be on the 
Chemical Research Department 


ELI LILLY & COMPANY 


INDIANAPOLIS NEW YORK CHICAGO 


ST. LOUIS 


KANSAS CITY NEW ORLEANS | 
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Accepted by the Council on Pharmacy and Chemistry 
American Medical Association 


==: PHENOCO == 


(EMULSIFIED PHENOL HOMOLOGUES) 


GERMICIDE 


CONTAINS INERT MATERIAL 6% WATER 

















Guaranteed to be 15 times stronger bacteriologically than Carbolic Acid crystals when 
tested against a vigorous culture of B. Typhosus by the “Hygienic Laboratory Phenol 
Coefficient” Method of the United States Public Health Service. 














Phenoco is guaranteed to be a 
most powerful germicide and is 
invaluable for destroying the 


As Phenoco has many and 
various uses in minor surgery, 
therapeutics and diseases of 
germs of contagious and in- 


, the skin, the physician is re- 
fectious diseases. Although 


es spectfully requested to consult 
such a powerful germicide, i: y seq oO Cons 


2 our literature on the subjec 
Phenoco is only about one-half ee 











as toxic as Phenol, or in com- and to exercise his judgment 


parison with its germicidal ey ye as to the most suitable solu- 





action, one-thirtieth as toxic as Phenol. tion to use in each particular case. 


DIRECTIONS—To prepare solution pour cold or warm water on 
the fluid and stir well. Do not use boiling water 





Guaranteed by the WEST DISINFECTING CO. under the Insecticide Act 
of 1910. Serial No. 156. 


Guaranteed by the WEST DISINFECTING CO. under the Pure Food and Drugs 
Act, June 30, 1906. Serial No. 1955. 





Write for Sample, Descriptive Literature and Case Reports 





WEST DISINFECTING COMPANY 


MANUFACTURING CHEMISTS 
Home Office: 12 East 42d Street | DEPARTMENT “xX” NEW YORK, N. Y. 
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Bulgarian Bacillus 


Mulford 


(Pure living cultures of the Bulgarian Lactic Acid Bacillus) 


For the treatment of intestinal fermentation, toxemia controlling intestinal 
putrefaction and preventing absorption of toxic material from the intestines, 
and, according to Metchnikoff, preventing the tissue changes incident to 
senility, and for local infections. In prescribing Bulgarian Bacillus 


Three points are essential: 


Specifying the true Bulgarian Bacillus. 
The culture must be free from other living bacteria. 
The culture must be alive and active. 


qo ho 


To Secure these 3 Essentials 
Specify Bulgarian Bacillus-Mulford 


This product is prepared in the most complete and modern biological 
laboratories, and is the True Living Bulgarian Bacillus. [ts production is 
safeguarded by the same precautions taken in the preparation of the Mulford 
Serums and Bacterins, and the Purity of Each Lot is Made Certain by Careful 
Bacteriological Tests Before Releasing from the Laboratory. 


Cultures of Bulgarian Bacillus are furnished by our laboratories only in 
individual sealed tubes, as this is the BEST method for preserving vitality of 
the cultures and for guarding against contamination. 

Bulgarian Bacillus-Mulford is supplied in packages containing 20 tubes 
(20 doses), each package stamped with an expiration date to insure active 
living cultures. 

It is important that fresh cultures be furnished; otherwise their efficiency 
is lessened and the results will be less satisfactory. 

The Bulgarian Bacillus must be kept in a cool place, preferably the ice 
chest or refrigerator, to maintain activity. 


BULLETIN MAILED UPON REQUEST 


H. K. MULFORD COMPANY 


New York St. Louis Manufacturing and Biological Chemists Minncapolis Seattle 
Chicago San Francisco 
Adanta New Orleans PHILADELPHIA Kansas City Toronto 


6227 
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-WASSERMANN TEST 


and Its Control 


Hecht Weinberg Test 

















Diarrhoeas in infants are most always due to alimen- 








| BOTH TESTS - - - $5.00 tary disturbances—brought about by certain food ele- 
io ments (primarily) or by parenteral infections (secondarily) 
Gonorrheal Complement Fixation Test - $5.00 -very rarely by bacterial toxins or toxins of food 
All Spinal Fluid Tests - - - - - $5.00 decomposition. lie Tein my 
: 1e pathology of these disturbances is an acid fer- 
Pasteur Treatment for Rabies - - - ~- $50.00 mentation; to antagonize this 


(Mailed 18 Amp nules, inc nding Free of © harge 5 c.c. 
Glass Syringe with Needles a 
(We hold License No. 50, U.S. P. H. S.) ) He os ALBUMIN (irk 
FRE E | (EIWEISS MILCH IN POWDER FORM 


has proven the best remedy and at the samie time by far 
the best food. 















We supply our patrons with laboratory literature including : -— ; : 
A TREATISE ON THE PROPER INTERPRETATION OF Do not lose time by prescribing flour decoctions, 


THE WASSERMANN TEST OF BLOOD AND_ SPINAL intestinal antiseptics, lactic acid bacilli, which cannot 


FLUID. WE ALSO SUPPLY FREE ON DEMAND MAIL- compare with the prompt effect of our Albumin Milk. 


ING — CONTAINING STERILE NEEDLES AND ; 
TUBES. 
: | : “witnsyears || PJoos Maxrose HurreRMiK 


Thoroughly equipped laboratories, together with 15 years 











experience in the business, enable us to give our patrons 
prompt, accurate and unbiased reports. ves : , . eae r 
Ger ertees are veasenable. Ger werk the eee has proven the correct diet in cases that do not thrive on 
— '§ modified milk mixtures, diarrhoeal forms excepted. 
WRITE OR TELEGRAPH Both products are used with pronounced success by 


leading Pediatrists, children’s hospitals and infants’ 


. * _ : ) 
Gradwohl Biolo ical Laboratories ‘i milk stations. 
Literature and samples on request 


803 N. Garrison Ave. LOUIS HOOS SCIENTIFIC MILK PRODUCTS 
R. B. H. Gradwohl, M.D., ST. LOUIS, MO. 5232 Kenmore Avenue, CHICAGO 


| 

| 

} 

- | 
Director 
























assured when using 


SHARP & DOHME’S 
Soluble Hypodermic Tablets 


because they are Accurate in Dosage, Reliable 
in Physiological Effect, almost Instantly Soluble 
(3 to 5 seconds) and made of Chemically Pure 
Material. They never clog the needle or cause 


Specify Sharp & Dohme’s abscess. 


rmi In tubes of 20 tablets for the physician's 
Hy] de c Tablets and convenience, and at a price correspondingly 


you will be sure of getting lower than quoted by some of our competitors 


rior product. for tubes of 25. Our tubes of 20 are of the proper 
it i P length to fit in Pocket Hypodermic Cases. 


SHARP & DOHME 


Chemists since 1860 
BALTIMORE 
Chicago St. Louis New Orleans Atlanta Philadolphia 
NEW YORK 


SUCCESSFUL 
HYPODERMIC 
MEDICATION 
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AN OPEN LETTER to the PHYSICIANS of AMERICA 





an New York, June 25, 1914. 
GENTLEMEN : 
JE DESIRE to state for your information 
that the laboratory conducted by this com- 
pany is, and has been during the past six 
years, the sole authorized producer in America 
of the lactic ferment preparations originated by 
Professor Metchnikoff of the Institut Pasteur, 
Paris, France, known as Products of Lacto- 
bacilline. They are made in strict conformity 
to the directions coming from him, under his 
scientific patronage. He has authorized us to 
so state to American physicians. They contain 
solely the strain of the Bacillus bulgaricus, 
selected, studied and recommended by him, and 
were the first lactic ferment products offered 
in America for the use of physicians. 

In compliance with Professor Metchnikoff’s 
desire that The Ferment Co., directly responsi- 
ble to him for the bacteriological purity of its 
products, should not be a commercial company 
and have no commercial affiliations except with 
a distributor to place these preparations where 
they can always be accessible to physicians, the 
Franco-American Ferment Co. was formed to 
act in this capacity. The latter company’s sole 
business is the distribution of Products of 
Lactobacilline in cooperation with ethical retail 
druggists who will constantly maintain them at 
the low temperature requisite to preserve the 
viability of their bacterial content. 

Lactobacilline Products are not patented. 
Their titles only have been recorded in the 
United States Patent Office solely to protect 
physicians and their patients from imposition 
by the substitution of imitations. And even this 
precaution has not proved effective. Neither 
should they be regarded as “proprietary,” any 
more than other preparations prepared ex- 
pressly to fill prescriptions of physicians. 

The only “secret” about them is the posses- 
sion of the necessary scientific bacteriological 
knowledge and skill to produce them containing 
solely the Bacillus bulgaricus in pure culture, 
as Professor Metchnikoff requires. Fresh cul- 
tures are sent to us bi-weekly from Paris. 


As to the bacteriological purity of our prod- 
ucts, we are directly responsible to Professor 
Metchnikoff, who insists upon rigorous purity 
of culture in each preparation. Once a month 
a full line of Lactobacilline Products is pur- 
chased in the open market by the New York 
law firm of Wentworth, Lowenstein & Stern, 
No. 60 Wall Street, who are his legal repre- 
sentatives in this country, and by them sent 











If we did not fulfill our obligations to Profes- 
sor Metchnikoff in this respect, he would sever 
his connection with us as scientific patron and 
would withdraw his personal indorsement from 
our products. 


In view of the fact that this laboratory is 
directly responsible to Professor Metchnikoff 
that its preparations, made in connection with 
his name, shall be pure in culture as repre- 
sented, and that they have all been accepted by 
the Council on Pharmacy and Chemistry of 
The American Medical Association for inclusion 
with New and Nonofficial Remedies, we believe 
our work 1s entitled to your confidence. 

Since Products of Lactobacilline were placed 
to the hand of American physicians six years 
have 


ago, pharmaceutical concerns put out 
similar products as “a side line.” Professor 


Metchnikoff has found it necessary to demand 
of several of them that they cease the use of 
his name in exploiting their ferments, as he 
objects to the use of his name in connection 
with any preparation, the maker of which is 
not directly and personally responsible to him 
for its bacteriological integrity. 

The Ferment Co. is a specialist in this work 
and devotes itself exclusively to the prepafa- 
tion of lactic ferments containing the Bacillus 
bulgaricus. It has no other interests. 

It should be positively understood that Pro- 
fessor Metchnikoff r no compensation 
in any form, directly or indirectly, for the right 
to prepare our products under his direction and 
control, and for the use of his name as scientific 
guide and patron. 


celves 


His ‘only purpose in allowing the use of his 
direction and name by any laboratory is solely 
his desire that physicians may be able to obtain 
for use in their practice, from the standpoint 
of purity and viability of culture, such lactic 
recommended to them in 
Beyond this he 


ferments he has 
his scientific communications. 
has no interest in our work. 


as 


We take great pride in the confidence he has 
placed in us during the past six years; and 
also in that of the large number of American 
We 
shall exercise every possible endeavor in future 
time to continue to deserve this confidence by 
most rigid maintenance of the bacteriological 
Products of Lactobacill Cor- 


ictol ilimne, 


physicians who prescribe our preparations 


integrity of a 
respondence solicited 


Respectfully yours, 


THE FERMENT COMPANY 








to Paris to be checked up as to their bacterio- Nos. 124-126 west 3lst Street, 
logical purity. New York City. 
RE Ee mS a SS 
sooeer* rere. marc nrm «arora TO AT Pea 
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The Standard of Excellence of the 





4S GENUINE 





is always maintained 





The advantages of the Original-Genuine Horlick’s Malted Milk 
are so great and varied as to make it especially convenient 
where a safe, delicate and reliable diet is the desideratum 








Accept no imitations. Ask for “ Horlick’s” 


Horlick’s Malted Milk Company, Racine, Wisconsin, U. S. A. 














Olive Oil and Hypophosphites 






Maltine . . . . . 65% Calcium Hypophosphite 8 grains each 
Pure Italian Olive Oil 25% Sodium Hypophosphite }) per fluid ounce 
Glycerin C.P. . . . 10% 










SAMPLES AND LITERATURE ON APPLICATION 


THE MALTINE COMPANY 
BROOKLYJ, N. Y. 
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What you aim at 


in summer diarrhea, entero-colitis, 
proctitis, intestinal catarrhs, etc.— 


checking the secretions, diminishing intestinal decomposi- 
tion, arresting putrefaction and antagonizing auto-intoxica- 
tion—can be realized to a most satisfactory degree through 
the simultaneous employment of 


2 
Tannalbin-Knoll (Tannin albuminate exsiccated) and 
—s 
Ichthalbin-Knoll (Jchthyol albuminate) 


Both insoluble in the gastric fluids, they are split up in the intes- 
tinal tract, throughout the whole length of which they exert their 
beneficial effects, Tannalbin as the astringent, Ichthalbin as the 
intestinal disinfectant. 


Doses for children: Tannalbin, 2 to 6 grns. several times a day in gruel. 
Ichthalbin, 10 grns. 3 times a day, with chocolate. Adults in proportion. 


Samples and Literature from 


Knoll & Co. 


45 John Street, New York 


For Sale by 


Merck & Co., 
New York & St. Louis 



































phan 


4 ese 
arthritic 


nalgesic . 

nfiphlogistic 
ntipyretic 
—— 





and NOVATOPHAN 
The Tasteless Atophan for Hypersensitive Patients 


SCHERING & GLATZ 
150-152 Maiden Lane NEW YORK 
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“IT Wonder How Much Sterilization This 
Catgut Has Received ?”” 


If it is “Veen Mo7vranCatgut 


it has been subjected to a process involving five distinct 
steps, each of which might well be considered complete in 
itself; three sterilizations before sealing the tube and the 
fourth and fifth after the tube is sealed (in a steam pressure 
sterilizer for one hour on different days at 25 pounds). 


The Van Horn Process enables the painstaking surgeon to 


eliminate the suture not only asa probable but asa ble 
source of infection from tetanus, anthrax and all o or- 
ganisms. 


Therefore, the operating surgeon who uses Van Horn Catgut 
protects his results—and safeguards his reputation. 
VAN HORN & SAWTELL 


NEW YORK, U.S. A. AND LONDON, ENGLAND 
15-17 East 40th St. 31-33 High Holborn 


| 








ir 
The Chicago Laboratory 


is now located in its new 
home, in the new Marshall 
Field Annex Building, 
Rooms Nos. 2006 to 2012 


25 E. Washington Street 


| We extend to our many 
| friends and patrons a most 
cordial invitation to call 
and inspect our new mod- 
ern Laboratory ‘at their 
earliest opportunity. 





| Chicago Laboratory 


RALPH W. WEBSTER, M.D., Ph.D. 
Director Chemical Department 
'@ THOMAS L. DAGG, M.D. 
Director Pathological Department 
if C. CHURCHILL CROY, M.D. 
Director Bacteriological Department 






































Rational Procedure 


in 


Summer Diarrhea 


Give one to three ounces every hour or two, according to the age of 
the baby, continuing until stools lessen in number and improve in character. 

Milk, preferably skimmed, may then be substituted for water — one 
ounce each day—until regular proportions of milk and water, adapted to 
the age of the baby, are reached. 







For Infants 
of any age 


Mellin’s Food 
4 level tablespoonfuls 


Water (boiled, then cooled) 
16 fluidounces 
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IF IRON IS INDICATED 


OVOFERRIN 


(See description “New and Nonofficiai Remedies." 


should be prescribed, because it has well-defined general tonic 





properties and does not disturb digestion or produce constipation. 


Ovoferrin acts quickly in building haemoglobin and red 
blood cells. 


Indicated in anaemia, malnutrition and nervous exhaustion. 





Ovoferrin is furnished by druggists, on prescription, in twelve ounce bottles. The 
dosage is one tablespoonful in wine-glass of water or milk three times daily. 





Produced by 


A. C. BARNES COMPANY 


LONDON PHILADELPHIA 














VITTEL 
GRANDE SOURCE 


ee RA he 
MA ST FE R | FRENCH NATURAL MINERAL WATER 
mi 'f Mild, Alkaline, Bicarbonated, Sulphated, 
ELASTIC STOCKING |i] iii cana eel 


Gives Gratifying Results in 





Rheumatism 
Gout 
Uricacidzemia and Arthritism 
Gravel and Nephritic Colic 


Glycosuria 


Send for catalog and particulars 
about the POMEROY idea of QUALITY. 


Pyelitis and Chronic Cystitis 





Cholzemia 


ARAL INS 
Labtit EDWARD LASSERE 


Arterio-Sclerosis 








In the first stage 


U. Ss. AGENT 
- Chicago - Newark - Boston - Springfield | 400 West 23d Street NEW YORK CITY 




















WRITE FOR BOOKLET 



































































































20 





JOURNAL 
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ASSOCIATION 








THE JOURNAL OF THE 


AMERICAN MEDICAL ~ ASSOCIATION 


535 N. Ruiter St. Chicago, Iil. 
Phone, Superior 884. Cable Address “Medic, Chicago” 








advance, 


Subscription prices, per annum in | 
Canadian, 


including postage: Domestic, $5.00; 
$6. Foreign, £1 12s. 

Domestic rates include United States, Cuba, 
Mexico, Hawaii, Guam, Porto Rico, Canal 


Zone one Philip rey 

SINGLE (¢ »IES of this calendar 
year, 15 cents; of 4S previous calendar year, 
ilso 15 cents; two years old, 20 cents; three 
years old, 25 cents; in other words, 5 cents 
additional is charged for each year preceding 
the last calendar year. 

REMITTANCES should be made 
by check, draft, registered letter, money or 
express order. Currency shoudd not be sent 
uniess the letter is registered. Stamps in 
amounts under one dollar are acceptable. 
Make all checks, etc. 7 payable to “AMERICAN 
Mepicat AssoctaTION.” 

VOLUMES begin July. 

CHANGE OF ADDRESS notice 
should give both old and new address, and 
state whether change is permanent or tem- 
porary. Notice much reach us ten days in 


aon ine Pe. 

HENCOMMUNICATIONS con- 
cern more than one subject—manuscript, news 
items, reprints, change of address, payment of 
subscription, membership, information wanted 
etc.—correspondents will confer a favor ead 
will secure more prompt attention if the 
will write on a arparste sheet for each eubjest. 

WARNIN Pay no money to 
agent unless to presents a letter showing 
authority for making collection. 


ADVERTISEMENTS 


to press eight 
of issue. 


50; 


uf +} ary and 


Advertising forms go days 
in advance the date 
in copy time must be 
advertisements and for 
proprietary medicines can be advertised — 
approved by the Council on Pharmacy and 
Chemistry. Advertising rates will be sent on 


equest, 
CONTRIBUTIONS 
EXCLUSIVE PUBLICATION: 


Articles are accepted for publication on con 
dition that they are contributed solely to this 
on irna 


sending proofs. No 


7a P YRIGHT: Matter appearing in 
Tue JourRNAL OF THE AMERICAN MEDICAL 
ASSOCIATION is covered by copyright, but as 
a general thing, no objection will be made 


to the reproduction in reputable medical jour- 
nals of anything in the columns of Tue 
Journat if proper credit be given. 
CONTRIBUTIONS TYPEWRITTEN: 
Contributions should be typewritten—double- 
spaced and with ample margins. The ex- 
pense is small to the author—the satisfaction 
is great to the editor and printer. fe can- 


not promise to return unused we but 
try to do so in every imstance. Used manu- 
* noe fe nes returned. Manuscripts should not 
Lh ed To ed. 

ILLUSTRATIONS: Half-tones and 
zinc etchings will be furnished by HE 
Jovenat when satisfactory photographs or 
drawings are supplied by the author. Nega- 


tives are not acceptable. Each illustration, 
table, etc., should bear the author’s name on 
the back. Photographs should be clear and 
distinct; drawings should be made in 
ink on white paper. While we cannot 
antee to return used photographs and 
ings, we use our best endeavors to 
after the article is published, if “return 
on the back of each. 

ANONYMOUS CONT RI.- 
BUTIONS, whether for publication, for 
information, or in the way criticism, are 
co aa ned to the waste-basket unread. 

* WS: Our readers are requested 
a. in items of news, also marke i 
newspapers containin matters of interest 
physicians, fe shall be glad to know 
name of the sender in every instance. 


“SUGGESTIONS TO AUTHORS” 


uar- 
araw 
do so 
” 
1s 


o 
to 


to 
the 


This pamphlet of 27 pages, discussing the 
ibove-mentioned topics and many others, will 
be sent on receipt of 10 cents. It contains 


valuable information in regard to the prepara- 
tion of articles for —— ation and the points 
which make an article acceptable. 


PRICE LIST 


List will be sent on request, de- 
various publications of the Asso- 


A Price 
scribing the 
(Continued on next page) 


State Board 
ARMY and NAVY QUIZ 


(Registered by the State of New York) 
Physistene, prepared by individual instruction 
for the U. S. Service and State Board examina- 
tions. For particulars address 


H. LYONS HUNT, M.D., L. R. C.S. Edin. 
First Lieut., M.R.C., U. S. Army 


412 West End Ave. 


SEND SPECIMENS 


FOR DIAGNOSIS TO THE 





Established 1893 


Columbus Medical 
Laboratory 





an | 


| 





black 


copies of | 





| L. P. KOZIE, Sec., 


| Surgery. 


| Laboratory, 320 W, 70th 


31 N. State Street, - Chicago, Ill. 


ALL KINDS OF ANALYSES 


DR. ADOLPH GEHRMANN, - - President 


Courses in Anatomy, Pathology, Diseases, Treat- 
ment, and Operative Surgery of the 


‘EAR, NOSE and THROAT 
Classes Limited. Courses begin 
July 6 August 31 Nov. 2 


For information, address 





In sending | ALBERT H. ANDREWS, M.D., 32 N. State St., Chicage 


allowed for setting up | 





HIGH FREQUENCY 
AND X-RAY 


Surmmer Course $25 


Under my private personalinstruction you become proficient 
in technique of the various methods 
handle the apparatus and understand its practical working em- 
ployment by clinical demonstrations Write for gircular 
Courses begin July 15, Aug. 1-15. 


DR. N. M. EBERHART, 617 Cornelia Ave, CHICAGO 


ILLINOIS SCHOOL OF 
ELECTRO -THERAPEUTICS 


Vacation Courses Begin 
July 13 


ABUNDANCE OF CLINICAL MATERIAL 
For full information, address 


C. S. NEISWANGER, M.0., 30 E. Randolph St., CHICAGO 





NEW YORK CITY 


You are taught how to | 


USINESS__ 


OPPORTUNITIES 


Advertisements under the following headings 
cost $1.50 for 50 words or less, additional 
words 3c. each. 





WANTED Partner Sanitaria 
Apparatus Partnership Drug Stores 
| — ys Situation Locations for Sanit. 
ntern FOR SALE FOR RENT 
Location Apparatus EXCHANGE 
Locum Tenens Practice MISCELLANECUS 





RESULTS are better when an advertise- 
ment receives several consecutive insertions, 
and to those who remit $6 ($6.25 if answers are 
to be sent through this office) for four insertions 
of a 30-word advertisement we will give, free, two 
more insertions provided the first four do sot 
consummate a deal. 


NOTICE FOR FREE INSERTIONS. — Two 
free insertions are given advertisers who have not 
closed a deal after four consecutive insertions. 
We cannot permit advertisers to order six inser- 
tions in advance unless six times the one time rate 
is paid. Notice for free insertions must re- 
ceived after the fourth appearance of the advt. 
and within two weeks following. 


COUNTING WORDS. — Two initials, each ab- 
breviation, figures consisting of five numerals or 
less are count+d as separate words. Headings, and 
name and are part of advertisement 
When answers are sent % AMA—the key, **Add 
—%A MA” is considered four words. Count words 
carefully. Write your copy plainly. 














For the following classifications the rate is 
$1.50 for 50 words or less—additional words 
5c. each. No gratuitous insertions given under 
these headings. 

Medical Brokers Med. Illustrators 
Vacation Trips 
accessories Publishers Typewriters 
Carriages Tr. Printers 
Collections _  Balesmen 
Miscellaneous Commercial Advts. 


SPECIAL NOTE — A fee of 25c. is charged 








those advertisers who have answers sent 
AMA. Letters sent in our care are forward 
promptly. 
= This illustra- 
tion represents 
one day's mail 


received for ad- 
vertisers who 

d answers sent 
in care of THE 
JOURNAL. 

Occasionally 
4 we receive notih- 
cation from one 
who has answer- 
ed an advertise- 
ment stating that 
he has had no 
reply and asking if his letter was transmitted. Letters sent 
in our care are forwarded promptly, but naturally we cannot 
compel an advertiser to answer all replies he recerves. 

Itis advisable to send copies instead of original references. 


Classified ads. are Payable in advance 
Rates for display ads. sent upon request 
For current issue, ad. must reach us by 4:30 p. m. Monday. 


Journal AMA. 535 NN. Dearborn Si. CHICAGO 


N. B.—We exclude from our columns al] known 
questionable ads. and appreciate notification from 
our readers relative to any misrepresenta' 





THE FOMON SYSTEM 
in preparation for 
State Board, Hospital, Civil Service, 
Army and Navy Examinations. 
For full particulars, address 


. 1575 Ogden Ave., 
Cor. Madison St., Chicago, Ill. 


LOS ANGELES POST 
GRADUATE SCHOOL 


Quiz Classes Preparatory 
CALIFORNIA STATE BOARD 
(Organized August, 1902) 


1209 Marsh-Strong Bldg. Los Angeles 




















INSTRUCTION IN 


SURGICAL TECHNIQUE 


Individual and class courses for routine ope- 
rations: teaching of newest surgical procedures 
at Dr. Soresi’s Laboratory for Experimental | 
The ‘labors is also open to Sar- 
geons wishing to do original research work. 

For further particulars address Dr. Soresi’s 
8t., New York City. 


PHYSICIANS WANTED 





WANTED—YOUNG PRACTICING PHYSI- 
cian with automobile in this village of 300 
inhabitants; nearest competition 7/4 miles on 
east, 10 miles on west, 17 miles ou north, 15 
miles on south; no physician at Joslin or 
Osborn, near- by’ towns; references required; 
thing to sell; no physician now. Edwin 
Hanson, Banker, Hillsdale, Ill. Cc 





WANTED—MICHIGAN—AN EXCELLENT 
chance for a young active man to secure a 
paying practice from the start; must be Prot- 
estant; physician recently left on account of 
health; population 500, with fine surrounding 
country; nothing to sell or buy; practically no 
opposition. Add. 6571 C, % MA. 


WANTED PHYSICIAN TO TAKE 
charge of office and equipment of physician 








who recently died leaving a large and lucra 
tive practice; competent man can buy drugs 
and equipment at appraisers’ valuation and 
| rent office, barn and garage for a term of 
ears at reasonable rates. Add. Executor, 
ack Box 3, Leami, Ill = 





| buy; 


| F. V. Kniest, 


FOR KANSAS 


direction, 20 


PHYSICIAN 
location; territory 8 miles one 
32 miles all other directions; nothing to 
sponsorship retail drug firm; office in rear 

t desired; population 800; only 
one doctor here; live merchants 
busy; bumper crop; for general practitioner 
and extra fine if surgery is done. Add. 434, 
Medical Broker, Omaha, Neb. C 


(Continued on next page) 


WANTED — 


to 


of store only i 
town and 




















ADVERTISING 





DEPARTMENT 

















A M. A ANNOUNCEMENT 
(Continued from preceding page) 


i 

oe . : 
ci tion; for example: Guide to Current Medi- 
‘ Literature, American Medical Directory, 
Iundbook of Therapy, Laws Regulationg 


New and Nonofficial Remedies, Nos 
Pamphlets on Defense of 
Research, Great American Fraud, Propaganda 
for Reform in Proprietary Medicines, Par 

phlets on Medical Fakes and Fakers. 


ARCHIVES OF INTERNAL 
MEDICINE 

Monthly, $4 a year; to Journat subscribers, 
$3. Single copy, 50 cents. 

AMERICAN JOURNAL OF DIS- 

EASES OF CHILDREN 

Monthly, $3 a year; to Journat subscribers, 
$2. Single copy, 30 cents. 
GUIDE TO CURRENT MEDICAL 

LITERATURE 


Semi-annual, 50 cents a copy, $1.00 a year 
An index medicus of the world. 


P-actice, 
trums and Quackery, 


MEDICAL ASSOCIATION, 


CHicaco 


AMERICAN 
N. Dearsorn STREET, 


$35 





Knocks and Boosts 


GooD WILL 





A MESSAGE OF 


| 


To the Editor Tue Jovrnat still holds, tn 
y regard, the most respected and honored | 
place which it has always held since I began 
subscribing to it. I wish you continued suc 
cess in all your efforts, and “may you live 
long and prosper.” 
Cyril F. Lauer, M.D., Pittsburgh. 
o 
ONE OF THE BEST 
To the Editor I want to congratulate Tue 
JouRNAL on its Propaganda for Reforn It is 
ne of the best things Tue Journat is doing 
E. C. Gorrell, M.D. 
a 
FROM CANADA 
To the Editor Inclosed find cheque cover 
ing my subscription to Tue Jovrnat, March 
'14-March "15 I may say that I read Tue 
JourRNAL with much pleasure I am particu 
larly pleased with your Propaganda for Re 
form. I only wish we in Canada were getting | 
ifter fraudulent advertising in a similar man 
ner We have the “Oxygenator” here, also 
“Viavi” representation, and it is a source of 


to enlighten 


McCul 


ich satisfaction to me to be able 
1y patients in regard to such. W. G 
M.D., Oreno, Ont., Can. 


loch, 





Tonics and Sedatives 


A CASE OF SHOCK 

While the judge was giving his charge to 
the jury in the burglary case, one of the jury 
men fainted. His lordship had just impres 
sively said: 

“Gentlemen of the jury, in arriving at the 
verdict you must take the testimony of the 
witnesses for the defer into consideration 
and give them full weight.” 

At the words “and give them full weight,” 
the juryman swooned away. He was a coal 
erchant.—E-rchange. 

— 
REAL HOME RULE 

When the doctor called to see the baby its 
mother informed him that the medicine left for 


he imfant the day before was all gone 


“Impossible,” declared the surprised physi 
ian ‘I told you to give him a teaspoonful 
me an hour 

‘Yes, but John and mother and I and the 
nurse have each had to take a teaspoonful, too, 
in order to get baby to take it.”—VYouth’s 
Companion. aniius 

ON HIS ROUTE 

A teacher engaged in social settlement work 

was chatting at the Social Center one after 


(Continued on next page) 








APENTA 
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ASSISTANTS WANTED 4 
WANTED—A HOSPITAL BACTERIOLO 
























































gist ind pathologist ppiy, Stating exper 
| ence and salary required, to G. E. Mca 
AN EXCELLENT NATURAL APERIENT WATER | | M8, Mckellar General Hospital, | > w 
a as | ham, Ont., Canada KR 
‘*My observations have proved that WANTED AT THE CHANNING SANI 
“APENTA WATER is an excellent, a a for ent Diseases trookline 
‘‘very active, purgative, and of strictly one ig yy ge gt em - 
‘‘constant composition. Its action is Donald Gregg, M.D., Brookline, Mass., giving 
‘‘mild and reliable, and a wineglassful pen a A A 5 
“acts as an aperient without produc- WANTED—A COMPETENT LABORATORY 
“ing either griping or discomfort. It 1 otan in Gilien tiiaemaeiine. aha 
**is the Water specially suited for the - oe pont , board and ¢ Ad 
‘treatment of habitual constipation. | | 
**Moreover, by its special and constant WANTED DIRECTRESS OF NURSES 
. ’ , for hospital of 60 beds Add. all communi 
‘composition this Water appears to ms te Suparintends nt, Montefiore Hosp 
‘‘me to merit a place by itself in the Pittsburgh, Pa B 
‘therapeutics of Mineral Waters. WANTED — AN ASSISTANT IN SMALI 
town n western Iowa: must be a hustler 
DR. E. LANCEREAUX, | | 20 boozer or cigarette fiend need apply; wi 
Professeur a la Faculté de Médecine a Se eee wee, ewes nthe and 
increase according to assistance rendered; tl 
PARIS, 4th February, 1899 appears but once. W. W. Gingles, M.D., Cas 
tana, lowa BR 
hie INTERNS WANTED 
Private Courses, Limited Classes in WANTED ONE INTERN FOR FIFTY 
Anatomy, Pathology, Treatment and ha : — oo 7 pu r . —~—+ 
im _ & 4 - servic i ad 4 a « goo accor T ’ 
Operative Surgery of the ions and pleasant surroundings. Add. Supt 
Swedish Covenant Hospital, 39 Foster Ave 
EAR, NOSE AND THROAT 3 | Ciscsco. i p 
FOR PARTICULARS ADDRESS WANTED—INTERNS FOR ST MARY'S 
Hospital Detroit, Micl ter of service 
DR. JULIUS AUERBACH, 120 W. 86th St.. NEW YORK CITY July 1, 1914, to July 1, 191 Add 
mmunications, giving references, year ar 
school of graduation, to Dr. J]. H Andries, 
W | | rat r Adelaide St., Detroit, Mich D 
assermann 0 y WANTED—ONE INTERN TO SERVE FOR 
2159 Madison St., CHICAGO ne year, beginning any time befort« Avg 
st 1 general medical and surg | service 
Alcoholic Luetic Liver Extract and Ambo- | 100 beds: board, laundry and uniforms fur 
ceptors furnished. Wassermann_Test, Au- | nished; no salary; send references but no let 
togenous Vaccines, Pathological Specimens | ters of recommendatio Sheltering Arms Ho 
examined. Intravenous Gravity Outfit. pital, Hansford, W. Va nD 
GUINEA PIGS FOR SALE 
Free Instructions how to do the Wassermann Test. LOCATIONS WANTED 
WANTED—LOCATION IN CALIFORNIA, 
DEPENDABLE WASSERMANN TESTS | with opportunity for general surgery; in 
Pipette method used throughout (not drop method) ne of not less than $4,000 for first vear 
Third tube suggested by Citron. Large unit of volume state ft particulars as to location, size of 
pot y > ptor. G Hitie liver wn, climate, price, etc.; 1 triflers Add 
extract seantigen. Carefa! titration of complement, 6543 E. 
amboceptor ani all reagents —- oa— test. These 
are some details of technique which give our tests Ww ANTED—LOCATION OR PRACTICE IN 
at ef Gelicacy and sceuracy. flailing cases country, preferably Massachusetts or Con 
necticut; experienced physician desires to leave 
F. 0. Coes =o. st ©. ©. GRAVES, M.D. city; would consider partnership with view t 
as - er rchase; prefer no reali estate unles 
Autogencus Vaccines General Laboratory Diagnosis very de sirable; proposition must bear strictest 
full particulars in first letter 





$5000 for Accidental Death 
$25 weekly indemnity for disability 


Cost has never exceeded $13 per year, per member 


Considering the low cost of protection, you cannot 
afford to carry your own risk. 


PHYSICIANS CASUALTY ASSOCIATION 
of OMAHA, NEBRASKA 
Conducted by physicians for physicians—a mutual 
Organization 


Application blanks and descriptive literature free 
on request 


E. E. ELLIOTT, Sec. 

304 City National Bank Building 
OMAHA NEBRASKA 
Stationery“ etc., for 
physicians, drug- 


gists, dentists. Finest quality Engravureprint 
process at about one-halfthe price of ordinary 
printing. Portfolio of sampies and price-list 
sent free upon request. Write for them today! 


Eugene Smith Co., 151 Fox St.. Aurora, Ill. 


Allo 


On ar” 











For Professional 
Men— Letterheads 














nvestigation; 


Add. 6393 E, % AMA 














WANTED—LOCATION IN WISCONSIN 
Good roads, American or Englist speaking 
people, small modern town, about 1,000; con 
sider property if modern and office connected 
ur come it once of rrange ater i more 
ugreeable; experienced and ve fa y; ful 
partict lars ple ise, n confidentially tre ed 
Add. 6528 E, * AMA 
WANTED—LOCATION IN VIRGINIA OR 
“ 1 consider reciprocating state, by la 
summer or fall; im first lette R fully int 
fais, cCove»ring ! nt iness, net 
ns, fees, competition, size territor pot 
churches, price, reasons for selling, et« 
" experienced in hospital; tw rs pra 
tice excellent references Add. 6499 ‘ 
AMA 
WANTED—UNOPPOSED VILLAGE PRA( 
tice in Minnesota, Wisconsin or lowa ' 
re estate state particulars, population, 1 
t ality nearest competition and tert Add 
o E. AMA 
WANTED PRACTICI LOCATION, 
sistantship or partnership with ethical pl 
81 r surge ged ] , luate « exe 
ma \ med ch have s ut 
s riu experience sent } b ne 
practice in Pennsywania r 
and equipme 5 endos pes, pe 
sphygr at ete (5.-1 nd ol str 
ents Add. ¢ E, AMA 
(¢ nftinued m mext page) 
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TONICS AND SEDATIVES 
(Continued from preceding page) 


noon with a number of her small Polish and 

Hebrew charges when one youngster proudly 

announced: 
“We gotta 


day:” 


new brudder to our house to- 


—— 


“You have!” exclaimed the teacher. “Where 


did you get him?” 
“Oh, Dr. Goldberg fetched him,” asserted 
the youth, with a knowing look on his face. 
At this juncture a Polish lad (one of a 
family of ten) eagerly broke into the conversa- 


tion. “Teacher!” he cried, “we take of him, 
too!"—Harper’s Monthly. 
oodians 
NOT THE SAME CAUSE 
A small colored youth stood on one foot, 


inclined his woolly head far to one side, and 
pounded vigorously on his skull with the palm 
of his right hand. 

“Hello, kid!” grinned a-drummer, whose 
memory was carried back to his own boyhood 
days by the familiar action. “What are you 
doing?” 

“Gat watah in 
boy. 

“Oh-ho,” laughed the 
just how that is; I often 
after being in swimming.” 


mah ear,” announced the 


drummer, “I know 
have felt like that 


“Swimmin’ nuffin’!” the youth exclaimed 
disdainfully. “Ah been eatin’ watahmilyun.” 
Harper's Magazine. 


naiines 
HIS SEVEN AGES 

The seven ages of man have been well tabu- 
lated by somebody or other on an acquisitive 
basis. Thus: 

First age—See the earth. 

Second age—Wants it. 

Third age—Hustles to get it. 

Fourth age—Decides to be 
only about half of it. 

Fifth age—Becomes still more moderate. 

Sixth age—Now content to possess a six-by- 
two strip of it. 

Seventh age—Gets the 
(Ky.) Courier-Journal, 


The Public Service 


Medical Department, U. S. Army 

Changes for the week ended June 13, 1914: 

Fletcher, Harry Q., first lieut., M. R. C., is 
ordered to active duty in the service, and to 
station Ft. Oglethorpe, Ga. 

Loewy, Ignatz, first lieut., M. R. C., is re- 
lieved from active duty in the Med. Res. Corps. 

Ruffner, Z. L., major, will proceed to Ft. 
Missoula, Mont., for temporary duty and upon 
completion thereof to Ft. Thomas, Ky. 

The following-named officers of the medical 
corps are relieved from duty in the Philippine 
Islands, in time to take the transport sailing 
from Manila, about September 15, and will 
proceed to the United States for assignment 
to station: 

Major Wm. E. Vose;: Capt. Joseph Casper; 
Capt. Taylor E. Darby; Capt. Jas. S. Fox; 
Capt. Ralph G. De Voe. 

The following-named officers of the medical 
corps are relieved from duty at the stations 
named and will take the transport to sail from 


satisfied with 


strip.— Louisville 








San Francisco, Cal., about July 5, 1914, for 
the Philippine Islands: Maj. Elmer A. Dean, 
Presidio of Monterey, Cal.; Capt. Wm. L. 
Sheep, Letterman General Hospital, Presidio 
of San Francisco, Cal.; Capt. Wm. Denton, 
Ft. Sam Houston, Texas; Capt. Jno. R. Me- 


Knight, Ft. Andrews, Mass. 

The preceding paragraph is amended and 
Capt. Wm. L. Sheep has been granted one 
month leave, and will sail on transport leaving 
San Francisco, on or about Aug. 5, 1914, for 
the Philippine Islands; Major Elmer A. Dean 
has also been granted one month leave of ab- 
sence and will take the August 5th transport 
instead of the July Sth transport. 

Capt. Wm. T. Gale has been relieved from 
témporary duty in the Southern Department, 
and further duty at the Presidio of San Fran- 
cisco, California, and will take the transport 

(Continued on next page) 


The BERLIN LECTURE 
ASSOCIATION 


For Vacation Courses for Physicians 
Will give in October, 1914, the following courses : 


1. Four weeks’ courses comprising the entire field 
of medical science and technic. 


| 2. Single lectures on modern up-to-date subjects. 











Information with reference to these courses as well as 
a free catalogue of the lectures can be obtained from the 
office of the Association (Mr. Melzer, Berlin, N. Ziegelstr. 
10-11 Langenbeckhaus). In addition to these vaca:ion 
courses, there are held, also, during the term four week 
post-graduate courses. For these courses there is a special 
catalogue which will also be sent gratis by Mr. Melzer. 


Answers to Questions 


—— PRESCRIBED BY —— 


Medical State Boards 


BY 
ROBERT B. LUDY, M.D. 


Fourth edition, 8vo, 
T16 pages; mee $3.75 
net, prepaid. 





Only original state 
board book, not an 
imitator. Has real 


questions asked, with 
accurate answers by 
specialists, 

JOHN JOS. McVEY, Publisher 
1229 Arch Street, Philadelphia. Pa 











LABELS AND STATIONERY 


ARE OR 





Many of our customers have dealt with us 
for 12 years. There's a reason. OoOBUS 


BRINDING, GOMBANY, ier tad st 
BARCAINS 


Display Samples and 
Second Hand Office 
Furniture. 

Write for our list No. 
2 of Special prices on 
Tables, Chairs, Cabi- 
nets and Office Acces- 
sories. 


W. D. ALLISON COMPANY, 915 N. Alabama St., Indianapolis, Ind. 














(Continued from preceding page) 


WANTED — EXPERIENCED PHYSICIAN 
and surgeon desires an unopposed practice 
in a village in southern New York or north- 
ern New Jersey; Protestant community pre- 
ferred; has had hospital experience as intern 
and 6 years’ private practice; when writing 
give full particulars. Add. 6532 E, % AMA. 





PARTNERSHIP WANTED 


WANTED—PARTNERSHIP —GRADUATE 

1908; licen Missouri and Nebraska; 
Protestant; married; aged 28; sober, indus- 
trious; amiable disposition; registered pharma- 
cist; gooter salaried position. or - partnership 
with physician wishing to retire in a few years; 
will not invest money at first; will go any- 
where, but will not consider villages. Add. 
261 H, % AMA. 


WANTED — LOCATION OR PARTNER. 

ship in Illinois; general practitioner for 
years and specially in and rectal diseases; 
willing to buy in on partnership or all of 
a good deal; give full particulars, price, terms, 
etc.; whether for all or half interest; how lon 
established, etc.; will come and see you i 
interested; no bad habits, good appearance 
and fine record; aged about 50; special train- 
ing in Berlin, London and the continent; also 








eye, ear, nose and throat; married. Add. 
2 % F. V. Kniest, Medical Broker, Omaha, 
Neb. 





SITUATIONS WANTED 


WANTED — INSTRUCTOR IN CHEMIS- 

try, physiology and pathology desires posi- 
tion as an assistant in one of the above sub- 
jects in a Grade A medical school, with an 
opportunity for advancement; aged 33; excel- 
lent qualifications and experience; will devote 
part or whole of my time; moderate salary ex- 


pected. Add. 6565 I, % AMA, 


WANTED—POSITION AS HOSPITAL SU- 

perintendent by a physician; graduate A+ 
school; 28 years of age, married; have had 7 
years’ experience as assistant superintendent 
of two of the largest hospitals in Ohio; addi- 
tional information furnished upon request. Add. 
6419 I, % AMA. 


WANTED — CONTRACT PRACTICE, AS- 

sistantship or hospital position, by physi- 
cian, aged 27; married; ome year intern in 
large surgical hospital; since 1911 and at 
present in government service; do general 
medicine, surgery and obstetrics; have given 
special attention to roentgenology and clinical 
microscopy; will furnish best of references; 
— proposition in full, Add. 6367 E, % 
AMA. 


WANTED — POSITION AS ASSISTANT 
to eye, ear, nose and throat specialist ; 
posters my own ophthalmometer, trial case, 
Je Zeng retinoscope and ophthalmoscope; am 
competent to do intravenous therapy and Was- 
sermann test; aged 35 years; married; habits 
excellent; licensed in New York, Massachu- 
setts and Michigan; graduate of A+ school. 
H. L., 247 E. Broad St., Columbus, Ohio. I 

















RICKSON LEG 


Does not chafe, overheat or draw end of stump 





THE LARGEST LIMB FACTORY IN THE WORLD 
E. H. ERICKSON ARTIFICIAL LIMB CO. 
8 Washington Ave, N, Minneapolis, Minn. 








SEND FOR CATALOGUE ILLUSTRATING 
OVER 150 SIZES AND STYLES OF 


PHYSICIANS’ 
BACS and CASES 


WESTERN LEATHER MFC. CO, 


MAKERS* 
178 N.Wabash Ave. Chicago 





WANTED — GRADUATE CLASS A UNI- 

versity desires assistantship or contract prac- 
tice in Georgia, Louisiana, Colorado, Wyom- 
ing, New Mexico or tropics; 33 years old; 
married; strictly ethical; six months’ emer- 
gency and one year hospital work; extensive 
tropical experience; not afraid of work and 
sober; speak Spanish; best of references fur- 


nished. Add. 6586 1, % AMA 








WANTED—ASSISTANTSHIP WITH HIGH 

class ophthalmologist or specialsst practicing 
eye, ear, nose and throat; am recent graduate 
of one of the largest eye and ear infirmaries 
in the country; am also graduate of general 
hospital; medical degree Class A university; 
single, 29 years old; best references; prefer 
large city. Add. 6523 I, % AMA. 


WANTED—POSITION, TEMPORARY OR 

permanent, by well-qualified physician and 
surgeon, aged 44 years; abstainer; experi- 
enced in general medical and surgical prac- 
tice; also in hospital and sanitarium manage- 
ment; at liberty now. Add., giving full partic- 
ulars and salary offered, Dr. Macanm Notus, 
Idaho. 


WANTED—POSITION AS ASSISTANT TO 
busy physician or surgeon, salaried hospital 
or contract position in Virginia or District of 
Columbia; am graduate of an A+ school, 
Class 1909; 3 years’ hospital experience treat- 
ing mental, alcoholic and drug cases; Virginia 
license; strictly temperate; single, aged 28; best 
of references. Add. 6475 I, % AMA, 
(Continued on next page) 
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THE PUBLIC SERVICE 
(Continued from preceding page) 


to sail from San Francisco, Cal., on or about 
July 5, for the Philippine Islands for duty. 

Turnbull, S. J., first lieut., is relieved from 
temporary duty at Ft. Preble, Me., and will 
return to his proper station Ft. H. C. Wright, | 
ie 

Fort Riley, Kan., has been designated as the 
proper station of Maj. George H. Crabtree, 
Med. Corps. 

Ralph M. Le Comte, first lieut., M. R. C., 
is relieved from duty at the Army Med. 
School, Washington, D. C., and to proceed to 
his home for relief from active duty in the 





Med. Res. Corps. 

Gilchrist, H. L., major, Med. 
been granted 1 mo. and 10 days leave of ab 
sence effective about July 27, 1914. 

Harwood, Thomas E., Jr., first lieut., Med. 
Corps, ‘relieved from duty at Ft. 
N. C.; and will report to the commanding 
officer, port of embarkation, Galveston, Tex., 
for duty in the Transport Service. 

The leave of absence granted Herbert W 
Yemans, first lieut., M. R. C., is hereby ex 
tended two months. Lieut. Yemans is on duty 
in the Philippine Islands, but is on leave in 
the United States. 

Shaw, H. A., major, assigned as Inspector 
Instructor with the organized militia of New 
Hampshire, at Manchester, June 15-20, inclu 
sive. 

Chamberlan, W. P., major, detailed for duty 
with Co. B, Sth Infantry, Lakeville, Mass., 
July 5th-9th, inclusive. 

Christie, A. C., capt., Med. Corps, has been 
granted 1 month leave of absence. 


Corps, has 


Caswell, 


--C-— 

U. S. Public Health Service 
Changes for the seven days ended June 10. 
Kerr, J. W., asst.-surgeon-general, detailed 

to attend the meeting of the Massachusetts 
Medical Society at Boston, June 9-10, 1914, 
for the purpose of presenting an address on 
the relation of physicians to public health or 
ganization and administration. 

Carrington, P. M., surgeon, granted twelve 
days’ leave of absence from June 8, 1914 

Young, G. B., surgeon, granted one year’s 
leave of absence, without pay, from July 1, 
1914, 

Brown, B. W., surgeon, directed to proceed 
to Boston and assume charge of the Marine 
Hospital at that port, June 6, 1914 

Clark, T., surgeon, directed to proceed to 
Ellis Island, N. Y., and report to the chief 
medical officer for the purpose of familiarizing 
himself with methods followed in making ex 
aminations for mental disorders. 

Lumsden, L. L., surgeon, on completion of 
preliminary sanitary survey in Lawrence 
County, Ind., directed to proceed to Mississippi 
with the force under his charge, for the pur- 
pose of making a similar survey of Union and 
another county of that state. 

Anderson, John F., surgeon, directed to pro 
ceed to Wilmington, N. C., and -Savannah, 
Ga., for inspection of service operations in 
field investigations of the Public Health 

Billings, W. C., surgeon, granted three days’ 
leave of absence from June 5, 1914, 
Paragraph 193, Service Regulations. 

Goldberger, J., surgeon, relieved from duty 
as member of board on new “Nomenclature of 
Diseases.” 

Schereschewsky, J. -W., 
from duty as recorder of 
“Nomenclature of Diseases.” 

Creel, R: H., P. A. surgeon, directed at 
the request of the Efficiency and 
Committee of Illinois, to proceed te Spring 
field and other points in that state to make an 
investigation of sanitary administration and 
the laws under which it is conducted 

Ebersole, R. E., P. A. surgeon, granted seven 
days’ leave of absence from June 3, 1914, un 
der Paragraph 195, Service Regulations 

Foster, A. D., P. A. surgeon, on completion 
of sanitary inspections in South Carolina, re 
lieved from duty at Marine Hospital, 
Orleans, La., and directed to proceed to 
Washington, D. C., and report to the Bureau 
for temporary duty. 

(Continued on next page) 
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WASSERMANN TEST 


San Francisco, Cal. - 
Oakland,Cel, - 


$5.00 


(Including Neguchi Control Test) 

Expert work and prompt reports assured 
The success of our large institution of four laboratories and the great amount of work 
we are doing tor thousands of physicians is your assurance of our ability to serve you best. 
Reports telegraphed without extra charge. 


PACIFIC WASSERMANN LABORATORIES 


Pacific Bidg. 
Physicians Bidg. 


| 


ee list and containers mailed on request. 


Los Angeles, Cal. - 


Title ins. Bldg. 
Seattle, Wash. - - Green B) 


dg. 





ILLINOIS TRAINING SCHOOL FOR NURSES 


FOUNDED IN 1880 


Offers an up-to-date course in theoretical instruction and practical training to women who 
wish to enter the nursing profession 

Favorable applicatits must meet the requirementsof good health.of age (19-35 .and of good moral 
character, having had one year of High School instruction or its educational equivalent. 

The instruction covers a period of three years, including a preliminary course 

The school catalog and blanks w’'!! be sent on application to the Superintendent of Nurses. 


Mary C. Wheeler, R.N., 608 Honore Street, Chicago, Illinois. 











tory results. 


Houses. 
lel, “‘ X-Ray 





Film 


EVERAL Eastman 
X-Ray Film nega- 
tives, on ac 
their transparency to 
the X-Ray 
made at one exposure 


with perfectly satistac- 


advantage when dupli- 


cates are desired. 


For sale by all Supply 
Tilustrated book- 


by mail on request. 


EASTMAN KODAK CO. 
ROCHESTER, N. Y. 


count of 


, may be 
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Efficiency”’ 











A CLASSIFIED 
Advertisement 


inserted in THE JOUANAL 
will be read by about 
TWwo-THinDs of the 
medical profession. 
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WANTED—POSITION 

cum tenens; 
sin, South 
and Ohio; 
of age; good address; sober; can give good 
references. Add. 6564 Il, AMA 


WANTED—POSITION AS LABORATORY 
assistant; three years’ ractical work and 

thoroughly competent to do urinalysis, b 

‘ spulum cCxaminations, etc.: aged 30: not a 

physician; good references; prefer hospital or 

sanitarium Add. 6524 1, % AMA 


WANTED—POSITION AS ASSISTANT OR 
partnership with busy physician by gradu 
ate Class A university; ! 


married; no children; 
28 years of age; registered in Pennsylvania; 


preceding page 


‘ 
TO ACT AS LO 
registered in Illinois, Wiscon 
Dakota, Nebraska, West Virginia 
can come at once; regular; 4 
} 


years 








experience in rge hospital in industrial city; 
also year general practice; American; no alco 
hol or drugs; good health; will go anywhere 
at short notice, any state Add. 6473 lL, & 


AMA. 
WANTED 





HOSPITAL SUPERINTEND 


ent desires position; juvenile or institution 
of educational nature desired; A+ graduate, 
43 years of age; 6 years in last place; mar 


trained nurse and su 
consider any location; higl 


est credentials in educational work and hos 


ried: no children: wife 


cesst executive; 








pital supervision. Add. 6585 I, AMA 
WANTED POSITION AS ASSISTANT 
to busy surgeon, salaried hospital or contract; 
" years old, single, 3 years’ practice, 
years’ hospital (surgical); good mixer; fair 
personality; best of references; interview if 
possible; prefer Oklahoma, Texas or recipro- 
cating states Add. 6562 I, AMA 
WANTED - YOUNG MAN (GERMAN) 
wishes ‘ permanent position, hav ng thor 
igh experience in research and hospital lab 
oratory, making culture media, prepare, cut 


and stain tissues Add. 6583 I, AMA 
WANTED—POSITION AS ASSISTANT OR 


resident physician; am a graduate of Class A 











college: single, aged 32; experience in general 
hospita ulso one year in state hospital and one 
year as assistant to private physician; for past 
four years resident physician in rge hospital 
for tuber patients Add. 6431 I, * 
AMA 
WANTED — POSITION TO ACT AS LO 
cum tenens for doctor .who desires t take 
vacation; am licensed in Illinois and lowa; 
can come immediately and remain until scl ] 
time this fall: information and reterences fur 
nished: state full parti lars Add. 6582 i “ 
AMA 
WANTED—POSITION BY WOMAN PHY 
sician w has had special training in gyne 
cology, obstetrics, surgery and tubercular diag 
nosis; w id preter position as assistant to 
x i surgeor r obstetrician, but will « 
sider iny position whict ofiers suff ent sal 
ry and s e opportunity for good work. Add 
f I AMA 





WANTED POSITION AS*LOCUM 


I several months registere 1 Pennsy 
y , Maryland and .Colorado; capable of 
ne any work including eye ear, nose | 
throat; in come at onc Best references 
furnished Add. Dr. K., 0S W lack 
Bivd., Chicago I 





APPARATUS, ETC., FOR SALE 


FOR SALE X-RAY AND HIGH-FRE 
quency coils, one-third price; ll sizes nad 
nearly all makes; price, $1 [ ey re 
funded if not satished: write for barwgair 
Edwards Instrument ( — I nap 


(Continued on nest page) 
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Roberts, N., P. A. surgeon, directed to pro- 
ceed to Philadelphia and report to Senior Sur- 
Fairfax Irwin for temporary duty in 
fumigation of vessels at that port 

Marshall, E. R., P. A. surgeon, relieved from 
duty at Honolulu, Hawaii, and directed to 
proceed to Providence, R. I, and assume 
charge of the service at that port 

Safford, M. V., asst. granted 
twenty-six days’ leave of absence from July 6, 
1914 

Wheeker, George A., acting surgeon, 
detailed to attend the meetings of the North 

State Medical Society at Raleigh, 
N. C., June 16-18, 1914. 

Hommon, H. B., sanitary chemist, directed 
to proceed to Indianapolis, Ind., in connec- 
tion with special field studies of 
wastes, to select suitable location for intensive 
and formulate plans for making these 
studies of the disposal of waste liquors result- 
ing from manufacture of straw board. 

Smith, L. G., pharmacist, relieved from duty 
it the Marine Hospital, Savannah, Ga., and 
lirected to proceed to Spartanburg. S. C., and 
report to P. A. Surgeon R. A. Herring for 
duty in connection with special investigations 
of pellagra. 


geon 


surgeon, 


asst. 


Carolina 


Sanitary 


studies 


BOARDS CONVENED 


Board of medical officers convened to meet 
at the Bureau for the purpose of grading the 
examination papers and making 
tions as to the fitness of Pharmacist 
the first class. Detail for the board: 
Surgeon-General W. G. Stimpson, 
P. A. Surgeon Hugh de Valin, 

Board of medical officers 
at the Marine Hospital, 
Wash., for the physical 
officer of the Revenue-Cutter Service Detail 
for the board: Acting Assistant Surgeon L. T. 
chairman; Acting Assistant 
recorder, 


chairman; 
recorder. 
convened to meet 
Port Townsend, 
examination of an 


Seavey, 
P. I, Carter, 





Books Received 


Books received are acknowledged in this 
column, and such acknowledgment must be 
regarded as a sufficient return for the courtesy 
f the sender. Selections will be made for 
review in the interests of our readers 
space permits. 


Tuerarevutics. Including Materia 
Medica and Prescription Writing, with a De 
scription of the Most Important New and 
Nonofficial Remedies Passed upon by the Coun 
cil of Pharmacy and Chemistry of the Ameri 
can Medical Association By Daniel M. Hoyt, 
M.D., Assistant Physician to the Philadelphia 
General Hospital Second Edition Cloth. 
Price, $5. Pp. 426, with 
Louis C. V. Mosby Company, 

BAKTERIOLOGISCHE U NTERSUCH UNGEN 
KEIMGENALTES IM GENITALKANALE DER FIEBERN 
DEN WoOCHNERINNEN BERUCKSICHTIGUNG 
DER GESAMTMORBIDITAT IM LAUFE EINES JAURES 
Von Dr. Ma Heurlin, Assistentarzt aus 
der geburtshulflich-gynakologischen 
tats-Klinik zu Helsingfors. Paper. 
marks. Pp. 618 with illustrations. 
1914, 

HyYGIeniscnes PRAKTIKUM. Ein Taschen- 
buch fir studierende Aerzte und Kreisarztandi 
daten Von Dr. Med. Paul Uhlenhuth, 
reg. rat ordentl. Professor der Hygiene an 
der Universitat und Dr. Med. Her 
mann Dold, Privatdozent der Hygiene an der 
Universitat Str Cloth Price, $1.25 
Pp. 272, with 90 illustrations New York 
Rebman 1914 


SALVARSANTOD, 


PRACTICAI 


1914. 


MIT 


unu af 
Universi- 
Price 12 
Berlin: S 


Karger, 


geh 
und 
Strassburg 


assburg 


Company, 
SEINE URSACHE UND 
SEINE VERHUTUNG Intravenése oder intra- 
Salvafsaninjektion? Von Dr. Carl 
Spezialarzt fir Hautkrankheiten in 
Price, 4.80 marks. Pp. 184, 
Berlin: S. Karger, 


Der 


muskulare 
Schindler, 
Berlin Paper 
with 6 illustrations. 

Die PROGNOSENSTELLUNG BEI DER LUNGEN- 
TUBERCULOSE mit eingehender Beriicksichtigung 


(Continued on next page) 
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MEDICAL 
as 


This 
Trade 
Mark 


a is your 
guarantee 
that the 


Instruments 
and Apparatus 


on which it is 
stamped are 


Kny-Scheerer 


Standardized Products 


r 


Look for it when 
you want to be 
quite sure you 
are getting the 
quality which is 
recognized 
universally as 


distinctive in design 
and finish 
faultless in material 
and construction 


Kny-Scheerer products 
are sold under our 
guarantee by surgeons’ 
and physicians’ supply 
houses of standing in 
all parts of the world 


Guard against spurious trade-marks 


The Kny-Scheerer Co. 
404-410 West 27th Street 
New York 








kisi 





(Continued from preceding page) 


SEND US A LIST OF YOUR NEEDS. LET 
us furnish you Bulletin and low prices on 
slightly used, uaranteed office furniture, ap- 
paratus, etc. We save you 25 to 75 per cent. 
Phe National Physicians’ Exchange, 30 E 
Randolph St., Chicago, K 





FOR SALE—WAITE-BARTLETT 16-PLATE 

Static machine, set electrodes, x-ray tubes, 
insulated platform, $100; McIntosh wall plate, 
No. 6; hand-polished oak case, 40 complete 
LeClanch cells, electrode, $140; hot-air dy 
apparatus, Betz robes, towels, gasoline heater, 
$50; working condition guaranteed. Add. 
6589 K, ¢ 


o A M 





MISCELLANEOUS—WANTED 


CHICAGO AND VICINITY HOSPITALS 

and sanitariums, notice. Leigh Fisher 
missing from residence, Jefferson Park, since 
May 20. Cause may be lapse of memory over 
business reverses. Aged 30, height 5 feet 11 
inches, weight about 150 pounds, dark hair, 
slightly bald, brown eyes, widely separated, 
prominent ears. Wore dark blue suit with 
white hair-line stripe, dark blue soft hat, cuff- 
links containing initials “L. R. F.” Informa- 
tion wanted, dead or alive. Phone Irving 2214 
or add. 6581 J, % A 








BOOKS WANTED AND FOR SALE 


w ANTED—F EBRUARY, 1908, DECEMBER 
1908, January, 1909, Archives of Internal 
Medicine. We will pay $1 each for these 
issues, returned in good condition. Add. Amer. 
Med. Assn., 535 N. Dearborn St., Chicago. 








| game, 


| terests in 


| incoming {physician by 
|} ments 


| AMA, 


PRACTICES FOR SALE 


FOR SALE — CENTRAL CALIFORNIA— 

$3,000 unopposed general practice; good fu- 
ture; purchaser must buy residence and office; 
$6,000; don’t answer unless you have the 
money. Add. 6563 N, % AMA 


FOR SALE—COLORADO—ACTIVE PRAC- 
tice in town of 1,500; vacation residence 
doubled by springs and summer attractions; 
fishing, etc.; beautiful country; altitude 
6,700 feet; hospital facilities and railroad; phy- 
sician must leave to superintend businéss 
California; horses, rigs, etc., and 
office furnishings for sale at very low figure 
and for nominal compensation advertiser will 
do all in his power to forward interests of 
personal announce- 
introductions. Add. 6576 N, % 








and 





FOR SALE—COLORADO — UNOPPOSED 

$5,000 eye, ear, nose and throat practice 
given with equipment and beautiful residence 
for $6,000; $1,000 down and the balance in 
payments to be made from collections; ideal 
climate; beautiful (progressive city; 20,000 
population in and tributary; snap; retirin 
from practice; adv. appears but once. Add 
6578 N, % AMA 





FOR SALE—CONNECTICUT—AM GOING 

abroad and want to sell my practice in a 
thriving town of 10,000 po pulation, having 
geod roads, schools, railroad, ete.; an_ excep 
tional opportunity for one able to talk both 
English and French; write at once for partic- 
ulars. Add. 6540 N, % AMA. 





FOR SALE—CONNECTICUT — GENERAL 

practice; $5,000; located Collinsville; live 
steel manufacturing town of 3,009 population ; 
to one who will buy fine old modernized resi- 
dence at actual value will give practice with 
thorough introduction and resignation from 12 
life companies; best opening New England; 
going abroad; will specialize; write for partic 
ulars. Sheldon Campbell, Collinsville, Conn. N 








FOR SALE -— CENTRAL  ILLINOIS— 

Office equipment, drugs, etc., in modern 
village of 700; large (American) territory, 
thickly settled; collections Al; competition 
very light; one other (elderly} M.D.; two 
railroads; insurance appointments; right man 
can step into a $4,000 business from start; 
terms reasonable; real estate optional ; owner 
desires to take P.-G Add. 6535 N, % AMA 


SALE—ILLINOIS—$2,500 PRACTICE 
miles from Chicago, in one of the best 
population 600, Americans and 
Germans; one other doctor; good roads, fees 
and pay; fine office outfit, drugs, furniture, 
apparatus, practice and introduction; expenses 
light; a young doctor can start here on small 
capital; price, $400; reasonable terms. Add. 
6531 N, % AMA. 

(Continued on next page) 
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BOOKS RECEIVED 
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der physikalischen und serologischen Befunde 


und der therapeutischen Prognostik. Bear- 
beitet von Priv. Doz. Dr. D. O. Kuthy und 
Dr. A. Wolff-Eisner. Paper. Price, $4.50. 
Pp. 572, with 21 illustrations. New York: 


Rebman Company, 1914. 

Text-Bogk or ANATOMY AND PHYSIOLOGY FOR 
Traintnc ScHoots anp OtTuer EpucATIONAL 
Institutions. By Elizabeth R. Bundy, M.D., 
Member of the Medical Staff of the Woman's 
Hospital of Philadelphia. Third Edition. 
Cloth. Price, $1.75 net. Pp. 408, with 233 
strations. Philadelphia: P. Blakiston’s Son 
& Co., 1914. 

Diz AKUTE UND 
OSTEOMYELITIS DES 


illu 


CHRONISCHE INFEKTIOSE 
Kinpesatters. Auf Grund 
Eigener Beobachtungen und Untersuchungen. 
Von Dr. Paul Klemm, K. R. Staatsrat, Ober- 
arzt des Krankenhauses vom Roten Kreuz. 
Paper Price, 9 marks. Pp. 261, with 8 
illustrations. Berlin: S. Karger, 1914. 

AND RADIOTHERAPY Radium, 

Other Radio-Active Elements in 
By William S. New- 


RADIUM 
Thorium and 
Medicine and Surgery. 


comet, M.D., Professor of Roentgenology, 
Temple University. Cloth Price, $2.25 net. 
Pp. 315, with 72 illustrations. Philadelphia: 


Lea & Febiger, 1914. 
Rotn’s Kurniscne Terminovocre. Zusam- 
menstellung der in der Medizin gebrauchlichen 


technischen Ausdriicke mit Erklirung ihrer 

Bedeutung und Abteilung. Bearbeitete von 
Dr. E. Oberndérffer.” Eighth Edition. Cloth. 
Price, 12 marks. Pp. 484. Leipsic: Georg 
Thieme, 1914. 

TASCHENBUCH DER AUGENHEILKUNDE FOR 
AERZTE UND STUDIERENDE. Von Dr. Curt 
Adam, Direktor der Kaiserin Friedrich-Hauses 
fir das Aerztliche Fortbildungswesen. Third 


Pp. 395, with 80 
Rebman Company, 


Cloth. Price, $2. 
New York: 


Edition. 
illustrations, 
1914. 
Serotocy or Nervovs anp Mentat Drts- 
By D. M. Kaplan, M.D., Director of 
il and Research Laboratories of the Neu 
logical Institute, New York City Cloth. 
rice, $3.50 net. Pp. 346, with illustrations. 
hiladelphia: W. B. Saunders Company, 1914. 


X-Rays: An Introduction to the Study of 
Roentgen Rays. By G. W. C. Kays, B.A., 
D.Sc., Head of the Radium Department at the 


ASES 
' 


E 
( 
r 
P 
P 


National Physical Laboratory Cloth Price, 
$1.75 net. Pp. 252, with 97 illustrations. New 
York: Longmans, Green & Co., 1914. 
BLoop-Pressurt 1x MeEpICcINE AND SURGERY 
A Guide for Students and Practitioners. By 


Edward H. Goodman, M.D., Associate in Medi 
cine in the University of Pennsylvania. Cloth. 
Price, $1.50 net. Pp. 226, with illustrations. 
Philadelphia: Lea & Febiger, 1914. 


Mareria Mepica ror Nurses. By A. S 
Blumgarten, M.D., Instructor in Materia Med 
ica at the German Hospital Training School 


for Nurses, New York Cloth. Price, $2.50. 
Pp. 644 New York: The Macmillan Com- 
pany, 1914, 


LEHRBUCH DER PSYCHIATRISCHEN DIAGNOSTIK,. 


Von Privatdozent Dr. Adalbert Gregor, Ober- 
arzt an der Kgl. Heilanstalt Désen-Leipzig. | 
Paper Price 4.80 marks. Pp. 240. Berlin: S. 
Karger, 1914, 

SprriruaL Heatinc Report of a Clerical 
and Medical Committee of Inquiry into Spir- 
itual, Faith and Mental Healing. Cloth. Price, 


30 cents. Pp. New York: The Macmillan Com 
pany, 1914, 

Das Utcus Dvopent. Von Dr. J. Schrijver, 
Arzt fiir Magen- und Darmkrankheiten in 
Amsterdam. Paper. Price, 10 marks Pp. 
184, with 16 illustrations Berlin: S. Karger, 
1914. 

TRANSACTIONS OF THE CREMATION SoctETY 
or Enctanp. Paper. Price, sixpence Pp. 44. 
London: Secretary, 324 Regent Street, W., 
1914, 


Die LEuRE VON DEN OKKULTEN 
Von Prof. Dr. I. Boas. Paper. 
Pp. 149, with 5 illustrations 
Thieme, 1914. 


BLUTUNGEN. 
Price 5 marks. 
Leipsic: Georg 


| 
| 
| 
| 














Have you the care 
of an infant ? 


“In my opinion, the milk which is fresh 
and clean and rich in fats, from a 
Jersey herd, is much to be preferred 
when fed to infants. I think the Jersey 
breed gives the best rich milk.” 

—Dnr. Jouwx Berner, 
$011 Girard Ave., Philadelphia. 


Jersey Milk 





This eminent doctor 

is not alone in his 

estimate of Jersey 

milk. We will be 
glad to mail you our little 
book, “What Doctors Say 
About Jersey Milk.” 


American Jersey Cattle Club 
324 W. 23d St., New York City 


























FOR 


YSTEM 
DOCTOR 


means money and time saved, more 
efficiency in the treatment of the patient 
and less drudgery for the physician. 


THE HOLDEN SYSTEM 


is the simplest and most economical com- 
plete, uniform and reliable short-cut meth- 
od for ACCOUNTS and CASE-RECORDS. 
Nine years of success. 

WE CAN! 


LET US SHOW YOU! 


> 













SEPARATE MOVABLE 
LAYERS RAISED 
To SHOW 

CONSTRUC- 










DOCTOR: 


Send for our Booklet 


“The Joy of Perfect 
Understanding” 


and read what Benjamin 
Franklin and others have to 
say about feet. 


Venus Arch Support Co. 








, aaneee 4, 306 N. 6th Ave., CHICAGO, ILL. 


Address Box 351, Yonkers, N. Y. S | 





(Continued from preceding page 
FOR SALE—CENTRAL ILLINOIS—WILI 
give good introduction and $3,000 practic« 


to physician who will buy property located in 








fine town of 500; large territory; fine farms: 
German and American people; money from 
start; practice can be increased; no triflers 
Add. 6573 N, % AMA 
FOR SALE—CENTRAL ILLINOIS—PRAC 
tice averaging $3,300 tor last 3 years in town 
of 450; one easy competitor; large territory; 
wealthy American community; practice and 
introduction free to cash purchaser of $300 
tock {f drugs; going to specialize; don't 
wnswer unless you mean business Add, 6588 
N, % AMA, 
FOR SALE—SOUTH CENTRAL ILLINOIS 
$450 will buy office equipment, closed 
buggy and $3,300 cash practice in city of 
12,000; selling on account of health; practice 
can be doubled by good active man; excep 
tional opportunity for one doing surgery; thor 


ough introduction. Add. 6551 N, % AMA. 


FOR SALE—ILLINOIS—EXCELLENT LO 
cation; $3,500 practice, which will increase; 
yom modern office, x-ray, high-frequency, 
large stock of drugs; wealthy commu 
easy access to Chicago; collections 99 
cent,; money from start; paying appoint 
ethical “eae incumbent going 
N, &% A 


Add. 6546 MA 
INDIANA 
practice runs ut $2,000 to 
$2,500; roads everywhere: thickiy 
tled country; no k books, instru 
ments, Maxwell auto good office fix 
tures, et will rent office unti to 
if you really wish a bargain, write 


duce Add, 6570 N, AMA 


FOR SALE 
$4,000 
telephones; 





o-T 
et 
nity; 
per 

ments 


abr vad 





FOR SALE $800 BUYS OLD 
established abx 
stone set 
ms of tees; 
new, 
| able 


will 


as 
buy : 
intro 





INDIANA 
roads; 
9S per 
Ameri 


Add 


NORTH CENTRAI 
unopposed practice; gravel 
thickly settled; collections 
cent.; 7, 9 and 10 miles to competition; 
people; with or without property 


% AMA 


can 
6378 





- SPI 


no 


INDIANA 
im st village; 
territory ; good 
i telephones col 
ofhice building 
seven-room 


barn, 


FOR SALE—CENTRAI 
cializing $2,700 practice 
competition ; rich farming 
h churches, roads an 
¥O per tw 
drugs, instrumer ind f 
dwelling with large veranda, fr 
outbuildings, ent walks and 
first-class condition; large garden 
price, $2,500; time on part if 
offer will open long 


AMA 


school, 


lections cent ts: 
xtures;: 
ithe 
cistern, all 
and fruit: 
lesired: this 


Acid. 6591 N, 


ts 
se, 


cen iv 


not remain 





FOR SALE—INDIANA 
tablished practice in « 
and traction n best farn 
manufacturing district; eight-r 
new five-t 1 Mice near residence 
can be 
large 
Add. 655¢ 


SALE—WESTERN 
lished $2,800 practice 
1,000; good roads; wealthy 

mnity; large territory; 
95 per cent.; 
and auto 
re 


- $3,000 OLD-ES 


ty of 6,000; on two 


lines ing 
vlert 


railroads 


resiaence, 
increased “ ntro 
$4,700 ta 


AMA 


siness 
ity 


N, 


gong to 


ckly 





INDIANA ES 
iern town ot 
thickly settled 
competition 

well-equipped 

in good yndition ; 
post rk. Add 


FOR 


in 


right; 
yllections office 
drugs 
terms right; 


AMA 


stock of 
pt ce nd 
6521 


ison, wo 


N 





SALE IOWA — GEN 
practice in growing 1,000; 
tory; competition just right; good roads, 
l llections 99 


NORTHWEST 


town ol 


FOR 

eral arg 
terri 
good tarming country; col 


nationality German m 


schoo 
pet cent.; 
electric lights, 
$6 t 


“iern towrt 
real estat 
ind d 


sewer, etc.; no 
office ¢ pine 


Add. 6353 N, 


cash buvs rugs in 
first-class condition AMA 





IOW 


$.000 


AT 


ne 


FOR §S E A PRACTICE AND 
< pment ear ne of best towns 








established practice and i] teliver 


AMA 





FOR SALI lOW 


A PHY 
siciat locatior cit man 


wo 


ro A WOMAN 
y ‘ 00 , 

idence and 
bined; rent § ofice and house 
for sale; practice and all equip 
ment $7 cash: reason for ch inge, spe 


cialize Add. 6474 N, % AMA 


re 


competitor; $2,000 practice; 
; 

’ 
irnishings 
“ 








inserted in THE JOURNAL 
will be read by about 
Two-THirps of the 
medical profession 


A CLASSIFIED 


Advertisement 





INTINUE 


insert n 


GENTLEMEN — PLEASE DIS* 

adv ior locatior wanted ne 
brought all the ar t ttend ft 
Yours truly, - 


swers I ca 
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FOR SALE — WESTERN .KANSAS — 

County seat; $2,000 practice; farming and 
stock-raising community; high class American 
settlers; no negroes; Santa Fe Railroad; one 
competitor in town; nearest other 24 miles; 


level country; good roads; living from start; 
practice and part of equipment, $350; going 
to city. Add. Box 337, Dighton, Kan. 





FOR SALE—KANSAS — A GOOD. LOCA- 
tion in good town; fine country; large ter- 
ritory; good fees and good pay; requires only 








“AMBUMATIC” WASHABLE ABDOMINAL 


SUPP 





small investment; this will bear investigation ; 
price and information on application; it is | 
worth the money; reason for selling, failing | 
health. Add. 6579 N, % AMA. 
FOR SALE—CENTRAL KANSAS—WHEAT 
center; $2,500 practice; town of 300; elec- 
tric lights; on main railroad; no competition 
7, 7, 20, 30 miles; practice and 7-room resi- 
de nee, barn, for $1,600; terms to suit; furni- 
ture, office fixtures, instruments, drugs, horses, 
buggy optional. Add. 6575 N, 9 fA. 
FOR SALE—EASTERN MAINE — LARGE 
and well-established practice in village on 


railroad; present owner leaving on account of 


ill health; purchaser will be pone to_ buy 
team and. stock of drugs. Add. 6507 N, % 
AMA. 





FOR SALE — MICHIGAN — CITY 50,000— 

Automebile and vehicle industries chiefly; 
been located here five years; cash accounts 
over $4,000; am doing general practice; some 








| of leg, knee, thigh, and hip patients. 


transferable appointments; ce thoroughly 
equipped for general work; fixtures list $500; 
going to specialize elsewhere; want to leave 
by July 1; price, $800 cash; no triflers. Add. 
6471 N, % AMA. 
FOR SALE—MINNESOTA — TOWN OF 
1,000; soil unsurpassed in the U. S.; radius | 
of 12, 14, 15, 16 miles; first-class high and 
public schools and churches; pavements, city 
water and gas, electric lights; well-equipped 
hospital; am going to the city; must be sold 
at once; act ay HN Beg cash to handle. 
Add. 6587 N, % AMA 
FOR SALE—MISSOURI—OFFICE FURNI- 


ture, stock drugs and _ horse, $500 cash; good 


country practice, easily transferred; | town 
1,000, 50 miles from Kansas City; rich, thickly 
settled community; Protestant; main line 


bargain; must be taken 


reason for wanting 


Wabash and Sante Fe; 


soon; going to specialize; 
to leave. Add. H. E. McGhee, M.D., Hardin, 
Mo. 





FOR SALE 

opposed village and country 
road town 200; new high school, 
competition 10-15 miles; fine 
storm buggy and introduction, $500; 7 acres 
of land; lots of fruit; four-room house; con- 
crete cellar and 1913 Ford roadster optional. 
Add. Box 15, Strafford, Mo. N 


FOR SALE—MONTANA—$7,500 PRACTICE 

in one of fastest growing cities in state; 
excellent chance for surgeon; reason post 
work; industries, stock raising and agriculture; 
library, office equipment anc ri ar good 
contract; price, $1,500. Add. 6522 N, MA. 


FOR SALE—NEBRASKA—CITY OF 1,200, 
m ode rn; Union Pacific R. R.; heart of 
latte Valley; fully equipped office; laboratory, 

microscope, Victor portable coil, medicines, 


~MISSOURI—$2,800-$3,600 UN- 
practice; rail- 
two churches; 
driving team, 








instruments, three-piece Roc hester sterilizer, 
examining table, dressing table, office desk, 
massive solid oak instrument case to match; 
one of the finest equipped offices in state; 
business $5,000; 90 per cent. collections; Over- 
land auto; for all, $1,800 cash; am going to 
city to specialize; young man preferred; must 
leave the 5th of July; will introduce. Add. 
6567 N, %o AMA 





FOR SALE EASTERN NEBRASKA 


$2,500 general practice; town of 1,500; main 
line Burlington Railway, 95 miles from 
Omaha; wealthy German community; good 
collections; price, $500; some less for cash; 
price includes office outfit, stock of drugs, 
hooks and instruments; auto optional; going 
to specialize; don’t write unless mean _ busi- 
ness; Add. 6566 N, 


full particulars on request. 
A. 





FOR SALE NEBRASKA PRACTICE— 


Money made right from start; northeast Ne 
braska; $1,200 swings the deal; easy terms 
balance; population about 1,000; no crop fail- 
ures; appointments transferred; large terri- 
tory; well-to-do farmers; best part state; Ne- 
baska_reciprocates; will rent residence; only 
ivailable place; fine roads; one competitor; 
young man and nice competition;. practice 
$4,000 year or better; cleared $1,500 year 
since coming; I did $335 January, $389 ‘eb- 
ruary, $345 March, $325 April; have done 
over $500 month; fine snap. Add. 432, F;.V: 
Kuiest, Mediéal Broker, Omiutia, Neb. N 








Patented. Made buckled 
or laced. 

DO THE WORK “JUST RIGHT” 
ADJUSTABLE FOR “LIFT.UP” 
OR “BINDER SUPPORT” 

To any part of the 
abdomen. Adapted to 
any person, any condi- 


tion requiring efficient, 
comfortable support. 


Call or wend to day for 
folder, order blanks and 
catalog. 


We Are Experts in Corrective 


ORTHOPEDIC APPLIANCES 


ai TRUSSES, CORSETS, ETC. 
You dence solicited, given careful atten- 
tion - 4 full fall information. Phone Cent. 4623 


























ORDER Baa 


est comfort, shortest period of confinement, 
best results and health for your 


FRACTURES 


All 
dealers and direct from us. fire order. 
State fracture, which limb, sex. Send for 
booklet, prices, etc. Recommend it. 


Amb. Pneu. Splint Mfg. Co., 30 (A.) E. Randolph Street, Chicage 


















The Aldine Hotel 


Chestnut St., above 19th 
PHILADELPHIA, 


Is situated in the centre of the most 


PA 


select and exclusive residence section 
of the city, and is convenient by car 
line to the shopping district, the 
theatres and railway stations. Its 
accommodations, service and special 
conveniences are of the very best. 


American and European plans 


W. F. Perry, Manager 








FOR SALE — SOUTHERN NEW HAMP. 
shire; established practice which in 1913 
earned over $2,500 in cash; wish to sell at 


once practice, drugs and office furniture; real 
estate or not as desired; can give references 
from best men in state; ideal for beginner; 
specializing. Add. 6569 N, % AMA. 


FOR SALE NEW JERSEY—A PHYSI- 

cian in the suburb of a New Jersey city, 
close to New York City, will dispose of a 
clean practice of about $11,000 annually; 75 





eer cent. of which can be retained by a care 
ul introduction; occupant intends to special- 
ize. Add. 6580 'N, % AMA 





FOR SALE—NEW JERSEY COUNTRY 

property, formerly occupied by physician who 
retired wealthy; 2% acres near railroad sta- 
tion; eae wm sh 11 rooms, bath, toilet, laun- 
dry, all conveniences; barn, garage, work- 
shop, ice house; all fine repair; rich farming 
section; competition nominal; get full partic- 
ulars and photos; value $3,000. Add. 6448 N, 
% AMA. 


FOR SALE — NEW YORK — 

tablished practice in prosperous town in 
western part of state; paved streets; natural 
gas; electricity; city water; state roads; two 
railroads; good schools and churches; collec 
tions good; twelve-room house, barn and gar- 
den for sale at $4,000; no bonus asked for 
acy? MS eee averages $3,000. Add. 6301 





LONG -ES. 





FOR SALE—NEW YORK 
cash, balance on mortgage; 
mer practice among best class; 


—$18,000—$6,000 
important sum 
average receipts 





between May and November, $6,000; winter 
months practically free; physician of ma- 
turity best suited to hold practice; one hour 
from New York on Long Island; house 12 
rooms, attractive rounds, center of town. 
Add. 6568 N, % AMA. 
FOR SALE — WESTERN NEW YORK — 
Doctor’s residence with offices; leading phy 
sician of Middleport, N. Y., died last week; 


12-room house, hot-water heat, bath-room, elec- 
tric lights; offices fully equipped; large barn; 
house centrally located on - square; town 
1,700; wealthy farming community surround 
ing; office established 30 years; collections 
$5,000 to $6,000 per year. Add. H. D. War 
ren, Savings Bank Bldg., Lockport, N. Y. N 


FOR SALE—SYRACUSE, N. Y.—THIRTY 

years’ practice of Dr. George R. Kinne; died 
one month ago; residences and Offices com- 
bined; house has all improvements; ten rooms 
besides suite of three offices, with two outside 
entrances; also double garages; Dr. Kinne was 
coroner at time of death; had one of the larg- 
est general practices in city; widow will sell 
property and practice less than property value; 








$9,000; easy terms. C. Dawley, 823 Uni 
versity Block, Syracuse, N. Y N 
FOR SALE— PENNSYLVANIA — $3,000 


to the purchaser of 
property; 40 miles 
of railroad, with 


country practice free 
real estate and personal 
from Philadelphia, on line 
good service; high school and churches; no 
other physician in town; population about 
300; sickness cause of selling. Add. Thomas 
Love, 19th and York Sts., Philadelphia, Pa. N 


SALE—WESTERN PENNSYLVANIA 

—Practice and property, within 15 miles of 
Pittsburgh; doctor’s office here for 30 years; 
no other doctor in community; on improved 
state road and interurban trolley; house, barn 
and fruit on three-fourths acre; $3,500 to 
$4,000 per year; price, $4,000. Add. 6386 N, 
% AMA. 





FOR 












Keep hospitals, public institutions, 
etc., from rats, mice and 
roaches by using 


STEARNS’ ELECTRIC 
RAT and ROACH PASTE 


Two sizes, 25c and $100 
SOLD BY RETAILERS EVERYWHERE 
Tue. Jourwa. A» M. A. 


WRITING TO ADVERTISERS 





MENTION » 
WHEN 


PLEASE 


FOR SALE—OHIO—EYE, EAR, NOSE AND 

throat ready cash practice; established 10 
years; no competition; cam increase; make 
money from start; 8,000 records; must sell; 
reason, other business; fine opening for some 





one; county seat 6,000; county 30,000; terms 

part cash; residence if wanted; sell or lease. 

Add. 6584 N, % AMA. 

FOR SALE — CENTRAL OHIO — MAIN 
line Pennsylvania; 800 population; practice 

$4,000; office equipment invoice at $1,0 obo: will 


sell for $500; can turn over absolutely all the 
practice; will be as busy second day as sec 
ond year; am going to specialize. Add. 6500 
N, % AMA. 








FOR SALE—OHIO — UNOPPOSED PRAC 

tice in good town and fine country, to pur 
chaser of property; new modern house; all 
improvements; good 2-room office, fine stock 
drugs; all other necessary buildings; collec 
tions $3,000 last year; practice easily trans- 
ferred; will introduce; fine opening for recent 
graduate. Add. 6484 N, % 4A. 

(Continued on next page) 





















DEPARTMENT 





ADVERTISING 


YOU HAVE FRACTURE 


\\ Z 






















































































FOR SALE—WESTERN OHIO—PROPERTY 
and unopposed practice in_ small town; six- 
room house and two-room office; all hot-water 


heated; fine farming country; good roads; two 
; steam roads; practice established 16 years; 
easy terms. Add. 6517 N, % AMA. 


FOR SALE—OHIO—EYE, EAR, NOSE AND 


throat practice; two railroads; town 6,000; 






TROUBLES 


These may be easily done 
away with by using the 


DEPUY COMBINATION 














no competition; garden spot of Ohio; di “ Es 
hg cash last year; must sell; a =e LEG SPLINT 
° 30 N, 
or some one; $1,800 cash. Add. 643¢ Yo and at the same time givecomfort 
- AMA. and satisfaction to your patient. 
+ On account of ite great adapt- 





ability it islargely used in private 
and hospital ponetes. nm this 
one single eplint you have the 
well known BKocks, Hodgens and 
Mcintyre. We make two sizes, 
large size No. 6 and the smal! size No. 66. They are ten dollars each with express charges prepaid, 
It will give us pleasure to send our little booklet, also our price list of our full line of splints. 


DEPUY MFG.CO. :: 401 Center St. :: e WARSAW, INDIANA 


FOR SALE — SOUTHEASTERN SOUTH 

Dakota practice; $2,500-$3,000 yearly; county 
seat, 1,000 population; American, Irish, Ger- 
man; electric lights; waterworks; good coun- 
try, about 30 years old; gilt-edge location; 
price, $350 cash or bankable note; good equip- 
ment; ready for business; new building, 3 
rooms; large territory; one young competitor, 


Add. 6501 N, % AMA. 














FOR SALE~SOUTHWEST TEXAS—$2,500 











to $3,000 practice, office fixtures and fine Nee <a | “<< 
residence in county seat town of 2,500 people; } FOR SALE OR LEASE—SYCAMORE HOS 
one other physician; fine climate; can_ use ’ | pital Building, located at Sycamore, II 
auto all the year around; $1,000 cash; balance consideration, $30,000; part cash; or will ex 
terms to suit. Add. 6338 N, % A i change for good Illinois land; will lease for 
| ] $2,500 yearly, with good security Add. Dr 
FOR SALE—TEXAS—$4,500 PRACTICE IN L. A. Westgate, 164 5S. La Salle St., Aurora, 
flourishing town of 400; rich country; com | | iil Oo 


petition 8 to 20 miles; practice established 10 i 
years; collections 95 per cent.; modern 7-room | | | FOR SALE—IN CENTRAL WEST VIR 


residence, barn, garage, etc.; for $1,800; part | | Dignified and Graceful ginia; at a bargain; a beautiful and well 
cash; balance terms; will introduce right man | | | equipped hospital and sanitarium; terms rea 


to very desirable practice and turn over ap " , sonable; reason for selling, owner affected with 
pointments. Add. 6455 N, % AMA. DOC . | OR S : spinal trouble and property left in my hands 

for disposal Add. Mr. J. L. James, Agent, 
FOR SALE—WASHINGTON STATE PRAC. LAWN SIGN 


' 

' Union Trust Bidg., Charleston, W. Va. Box 
tice; city 100,000; hne equipment, — | 

I 











225 \) 
instruments, etc.; fine in other ways; cheap 
rent; nice brick block; best harbor in north- 
west U. S.; fimest kinds of roads; practice 
$5,000 year; one good appointment; no real | 
estate to buy; equipment the very best and 
cost more than I ask; mild climate. Add. Dr. 
A. P. Johnson, 101 Provident Bidg., Tacoma 


FOR SALE—WELL-KNOWN SANITARIUM 

Centrally located in western New York 
city, on principal street, facing large park 
and overlooking lake; turnished and fully 
equipped with modern appliances; large and 
profitable patronage; for sale only on a 




















Wash. (Kniest-Omaha-Agency). N count death of owner; booklet; particulars 
| ndd. Orville ( Wolcott, 316 Granite Bidg., 
. FOR SALE — NORTHWESTERN WASH- Rochester, N. Y Oo 
ington; $4,000 practice to purchaser of au- 

tomobile, x-ray, nicely furnished office and FOR SALE OR LEASE — HOSPITAL— 
home in railroad town of 300; immense ter Splendid new building, well equipped, located 
ritory; nearest competition 9 miles; collections in one of best fields southwest Pexas, near 
excellent; reason, wite’s health; price, $3,000; Gulf; running over a year; has good reputa 
$2,000 cash absolutely necessary; balance tion; accommodations 12 patients; easily in 
mortgage; money from start; exceptional op- creased to 20; sell or lease to first-class sur 
portunity to good man. Add. 6574 N, % AMA. geon or nurse; liberal terms; no competition 
for miles; some cash required, Add. 6545 O, 

FOR SALE—-WEST VIRGINIA — _ $3,000 AMA 





PAPER FOR SALE—SANITARIUM—ESPECIALLY 


adapted to nervous and habit patients 


RECEPTACLE always ethical; fourteen bedrooms; fully 
all 


equipped Turkish baths pay expenses; val 
uable lease; established patronage; most desir 


beautiful 10-room house, 3-room office, all 
first-class repair; drugs, instruments, barn, 2 OISTURE 
horses, buggies, etc.; located in town of 400 


population, 14 miles from city, along railroad; PROOF 


together with a $5,500 practice in a very rich 
farming and stock-raising community; collec- for 











_-_ 

tions 99 per cent.; good roads, schools and able, central location; best all-year-round re 
yp railroad contract; $1,000,000 contract Surgical Waste sort in Appalachian Mountains; population 
bs under construction here; ideal place to live; 30,000-—prosperous, growiig city, ideal cli- 

chance of lifetime; don’t answer unless mean In Operating Room—Office Sick Room mate Add. 6561 O, % AMA 

business ond on come and investigate. Add. | ECONOMICAL, SANITARY, EASILY ADJUSTED 
rae aN, AMA, SECRIVPR’e > 7 en > ' 
- ge 10% x 14% inches “ thy : ayy ent, lodion : in a 
FOR SALE—WEST VIRGINIA — UNOP- Pit Either Frame : at various times as Plymouth Institute, later 
posed conract, $3,000; private, $1,500; coal When Full | as Plymouth Sanitarium and Hospital, includ 
' 


mining section; established 7 years; modern Remove and 
residence, ten rooms, on corner lot, 75 feet by 


ing three-story and full basement, concrete, 
fire-proof building, been ordered sold by Cir- 


7 - 





125 feet; business lot 50 feet by 125 feet; NO WASHING cuit Court at Plymouth, Indiana. Business con 
drugs and fixtures all for $5,000; one-half cash, of SOILED PAIL ducted for about twenty years as a treatment 
balance easy terms; great opportunity for ener- Inquire of your Dealer or write to r inebriety and drug habits Property cost 


getic man; reason, want to specialize. Add. 


6491 N, % AMA. Soles Sanitary Company 


fo 
some $60,000, real estate, furnishings and 
building will be sold at Receiver’s Sale at office 
of Marshall County Trust & Savings Company, 











FOR SALE—IN ONE OF THE FASTEST 882 Park Place, Brooklyn, N. Y. | Piymouth, Indiana, Saturday, June 27. Any 

growing cities of the southwest: Pasteur one desiring full information can obtain same 
institute and clinical laboratory practice, with by addressing Lewis J]. Hess, Presiden { the 
an imcome in 1912 of $2,300 and 1913 of Trust Company, Plymouth, Indiana 0 





e * 
$3,500; have about $500 worth of equipment; | Guide to —, Re: 
° 


am leeving town; will introduce to all piysi- 


cians srice, $2,000; do no ite 1iess ) LO ATIONS FOR SANITARIA 
one Geter Ada. 6536 Ne ce AMA. y ot Current we tS | : c ; ro 








100 ACRES TERRACED GROVES, 2,500 

IN Esta Medical — km || ici serstion: iin oo? guens vomeainit 

HOSPITALS, SANITARIA for SALE | Somu- : b y-- ,- 4-, *- 
FOR SALE—WISCONSIN -— WEST CEN- | annually Literature vil ge ' th paved sidewalks, lights 1 street , 10 








tral -_ Hed residence hospital; completely | -— hotels, 4 chur es, 2 newspapers, dozen st . 
equipped anc urnished throughout; city of . nd all concomitants of good living and n | 
3,000; price, $4,500; will dispose of one-half Invaluable to medical authors, satisfaction The best re-creation home tr 
> espa in the institution, including my prac publishers and editors. y to 12 months of the year; terms satist act 
ice; give immediate possession for one or Asa Francis Smith, 44 Court St., Brookly: 
more years to capable man; will lease the prop- " os ms N.Y S 


AMERICAN MEDICAL | 
ASSOCIATION FOR SALI NEAR WASHINGTON, D. ¢ - 


In state of Maryland, 365 acres; about tw 





erty for $450 per year. Add. 6590 O, % AMA. 
FOR SALE — THE FURNITURE AND 








. u ’ 

. > of a new and modern sanatorium; 535 N. Dearborn St., CHICAGO thirds in virgin forest; altitude 500 feet; land 
50 beds, 20 baths; mineral springs and ex- rolling and Fertile: never-failing brooks; near 
tensive mechanical and eiectrical equipment; railroad; grand opportunity for development 





an established, paying all-the-year business in 0 ee eS See eds 
general upbuilding work; $8,000 to $10,000 will Hall, 5 Pine St., Glens Falls, _— P 
aandle on long lease. Add. 6552 O, % AMA. 





See page 20 for cost of classified and com 
mercial announcement advertisements. j i niimued on nert page 
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FOR SALE OR RENT--COLORADO—MAG- 

nificent home and shaded grounds; fine moun- 
tain view, pure mountain water, invigorating 
all-year climate; many rooms, ‘baths, water- 
heating system, splendid condition; located on 
borders of metropolitan health city. Suitable 
for a lovely home, sanitarium or private hos- 
vital. Offered at a great bargain. Add. 6496 
p. % AMA 





FOR RENT 





THE 


MAXOT IRE 


WHAT 18 IT? 
A NEW —~ WONDERFUL Tire and Tube Saver 


DOCTOR: ou are an Autoist, you should write for 

our MAXOTT E wo 

The Maxe Dept. K. & W. RUBBER CO., Ashland, Ohio 
BA in 1908) 











FOR RENT — CHICAGO—SUITE OF OF- 

fices in physician’s building; all conven- 
iences; transfer corner; one of best locations 
on Northwest Side; rental reasonable. Apply 
Hottinger Drug & Truss Co., Milwaukee and 
Chicago Aves. 


FOR RENT—CENTRAL ILLINOIS—PRAC- 

tice free to good man if rent my new 
three-room office and property; good part 
state; will introduce if taken at once; going 
west for my health; plenty good work; nice 
class of people as could ask for; rent rea- 
sonable. Add. 6572, % A. 


FOR RENT—CHICAGO—MODERN STEAM.- 

heated 5-room and sun parlor apartment; 
prominent corner, pleasant location; new resi- 
dence district, South Side; two surface lines 
and elevated station within block; will rent 
office on car line and sell outfit; heaving, % ac- 
count of illness. McKey and Poague, 738 E. 
63d St. 


FOR RENT—CHICAGO—SPACE IN PHY- 

sician’s suite; new equipment and furnish- 
ings; large reception room and laboratory; 
compressed air; outside rooms; opposite Mar- 
shall Field & Co.; can regulate hours to suit 
at reasonable rental; phone Randolph 1080 
after 2 p. m., or add. 6542, % AM 


FOR RENT — CHICAGO — FOUR-STORY 

building (40x120 feet), containing 20,000 
square feet net; steam heated; elevator; all 
modern conveniences; well adapted for light 
manufacturing; immediately aqjeeent to 
A. M. A. building; rent $4,500. or further 
marticulars add. ill C. Braun, 535 N. Dear- 
oom St., Chicago, II. 

















DRUG STORES FOR SALE 


FOR SALE—GOOD DRUG STORE IN A 

county seat town near Chicago; good propo- 
sition for a physician who is an R.P.; rich 
community; go roads and fees; terms. Add. 
6422 U, ¢ AMA. 








MEDICAL ILLUSTRATORS 
WE MAKE MEDICAL ILLUSTRATIONS 


for all purposes. W. H. Hoedt Company, 
308 Chestnut St., Philadelphia, Pa. xX 








NURSES’ REGISTRY 


POSITIONS FOR NURSES — WE HAVE 

many calls for graduate nurses from the 
best hospitals in this country. Write to-day 
for free booklet. Aznoes Central Registry, 3544 
Grand Blvd., Chicago. 








TRAINING SCHOOLS FOR NURSES 


WANTED — YOUNG LADIES TO STUDY 

nursing in a Chicago hospital; established 
1884; practical three-year courses. Add. Lake 
Shore Hospital Association, 4147 Lake Park 
Ave., Chicago, Il. BB 








EDUCATIONAL 
VACATION COURSES IN BERLIN—PHY- 


sicians interested in taking postgraduate work 
in Berlin will be sent on request the catalogue 
of the Berlin Lecture Association. Add. Mr 
Melzer, Berlin N. Ziegelstrasse 10-11, Langen- 
beckhaus. cc 


COLLECTIONS, MED. BROKERS 











TRIPLE TREADED TIRES 


Puncture Proot—Skid F Proof—Oil Proof 


All the features of the hi of the highest. priced tires, 
combined in one tire—At the price of a plain 
tread tire or less, 


Triple Treads are guaranteed 3500 miles 
Send for circulars and descriptive booklet. 


TRIPLE TREAD MPG. co. 
1649 Michigan Ave. 








PAMPHLETS ON 


MEDIGAL FAKES AND FAKERS 


| peng Price, 4 cents. 

American College of Mechano-Ther- 
apy. Price, 4 cents. 

Cancer Fakes. Price, 6 cents. 

Carnegie University. Price, 4 cents. 

Carson’s Temple of Health. Price, 
4 cents. 

Consumption Cure Fakes. Price, 10 
cents. 

Convictions Under the Food and 
Drugs Act. Price, 6 cents. 

Deafness Cure Fakes. Price, 10 cents. 

Duffy's Malt Whiskey. Price, 4 cents. 

Fake Gall-stone Cures. Price, 4 cents. 

Interstate Remedy Co. Price, 4 cents. 

Medical Institutes. Price, 6 cents. 

Men's Specialist Frauds. Price, 10 
cents. 

Mineral Waters. Price, 4 cents. 

Murine Eye Remedy. Price, 4 cents. 

Obesity Cure Fakes. Price, 10 cents. 

Okola Laboratory Fraud. Price, 4 cents. 

Oxydonor and Similar Fakes. Price, 
4 cents. 

Press Agents and Preservatives. 
Price, 4 cents. 

Quacks—Itinerant and Otherwise. 
Price, 4 cents. 

Sanatogen. Price, 4 cents. 

“Professor” Samuels. Price, 4 cents 

Stuart’s Plas-Tr-Pads and J. B. L. 
Cascade. Price, 4 cents. 

Turnock Medical Company. Price, 4 
cents. 

Van Bysterveld Medicine Company. 
Price, 4 cents. 

Viavi, “Female-Weakness” Cures 
and Allied Frauds. Price, 6 cents. 

Woods’ Cure for Drinking and Smok- 
ing. a * cents. 











Aintstaee Medical Desestetien 


635 N. Dearborn St. CHICAGO 





i 








DOCTORS’ LOCATIONS—OKLAHOMA—15 

states reciprocate; radiologist and laboratory 
specialist wanted for city ~ 40,000; assistant 
by general practitioner; good salary; Oklahoma 
list 50c. Physicians’ Exchange, Oklahoma City, 
Okla. FE 





SALARIED APPOINTMENTS OBTAINED 

—1,000 medical and surgical positions al- 
ready secured for our clients; medical prac 
tices, drug stores and real estate bought and 
sold in alt sections; business established 33 
years. Write immediately for terms to “The 
Medical Echo,” Lynn, Mass EE 


Disturbances of the Heart 
By Dr. OLrver T. OSBORNE, New Haven, Conn. 


A text-book for the genera! practitioner 
on the treatment of the heart in its vari- 
ous disorders. Cleth. 216 pp pestpaid. 


AMERICAN MEDICAL ASSOCIATION 
535 N. Dearborn St., CHICAGO 














See page 20 for cost of classified and com- 
niercial announcement advertisements. 





DRUG STORE (SNAPS) WITH AND WITH. 

out practices; medical practices handled and 
furnished. Physicians salary positions, like- 
wise dental and veterinary practices; nurses 
located; drug positions; physicians and nurses 
furnished free for any and all kinds of sala- 
ried positions; all states. F. V. Kniest, R. P., 
Omaha, Nebr. Estab. 1904. 





AUTO ACCESSORIES, SUPPLIES 
ELECTRIC LIGHTS ON YOUR FORD— 


never any delay fussing with lamps; always 
a steady clear light on your Ford running or 
standing; no more greasy hands; our dynamo- 
battery lighting system is easily installed and 
will give you long service a | perfect satis- 
faction. Catalogue free on application. Add. 
The Kemco Elec. Mfg. Co., 2222 Ashland Rd. 
Cleveland, O. il 


PAINT YOUR CAR YOURSELF — SAVE 

$25 to $75 by doing the work at home with 
the Arsenal system. Our big free booklet, 
“The Car Beautiful,” tells how. Send for it 
to-day. Arsenal Varnish Co., Dept. M, Rock 
Island, Ill. II 


YOUR AUTO WILL RIDE 50 PER CENT. 

easier if it is equipped with B. & R. shock 
absorbers. They save tires, gasoline, springs 
and nerves. Easily attached to any car. Ré- 
quire no further attention. [Illustrated cat- 
alogue mailed free. For additional informa- 
tion refer to our adv. on page 30, this issue. 

& R. Shock Absorber Co., 13 N. 20th St. 
Philadelphia, Pa. if 


SAVE TIME AND P< SSIBLY YOUR CAR 
and yourself by having a “Stickalite’” Ma 
netic Auto Trouble Lamp in your tool-kit. ft 
is very dangerous to strike matches around a 
gasoline car when trying to do repairing at 
night-time. One of these little auto tool-kit 
necessities costs only $1, sent by mail post- 
id. Add. Premier Electric Company, 4033 
avenswood Ave., Chicago. II 

















SALESMEN WANTED 


WANTED — MEDICAL BOOK CANVASS- 

ers; qualified salesmen, physicians or former 
detail men; must have experience; exclusive 
territory; highest commissions. Our books 
received “Gold Medal Award at XVII Inter- 
national Congress of Medicine, 1913.” Add. 
Rebman Company, 141-145 W. 36th St., New 
York City. api 


WANTED — LIVE AGENTS IN EVERY 
state to sell am up-to-date medical book; 
in demand; none other on the subject; good 
Goresotas. Add. Dr. F. Coleman, 15 E, 
fashington St., Chicago, III. J 











PUBLISHERS AND PRINTERS 


STEEL DIE EMBOSSED STATIONARY — 
Distinctive and impressive for the medical 
profession; will send samples and prices upon 
sequent. Hammond Printing Co., Fremont, 
Neb. Gé 








RECIPROCITY BY MEDICAL LICENSING 
rds is now in effect in about 40 states. 
Many of them differ in minor details respect- 
ing the conditions on which reci y is 
ranted. If you want to know all a tate 

ical Board Examinations, names of ‘lane. 
dates and places of meetings of boards, fees, 
college standard required, scope of examina- 
tions, exemptions, reciprocity, etc., you should 
have the present edition of Laws and Board 
oe regulating the practice ef medicine in 
the S. and elsewhere. This booklet will 
Me authoritatively and briefly practically 
every question that a physician will want to 
have answered on the subject of state medical 
licensure. Paper cover; 196 pages. Price, 30 
cents. Sent postpaid. American Medical Asso- 
ciation, 535 N. Sesstaem St., Chicago. GG 


PRACTITIONERS IN SEARCH OF PUR- 
casers of their locations and real estate and 
physicians looking for good practices will find 
in the classified department of THe JourNaL 
a certain means of reaching “live” prospects. 
These classified columns are extensively read 
and liberally patronized by the medical profes- 
sion of America—in fact, they are intended 
to be a reliable, economical and direct medium 








for intercommunication between physicians. It 
is the exception for an advertisement to fail 
in producing prompt visible results following 
the publication of satisfactory copy. If you 
need assistance in writing your advertise- 
ment drop us a postal request and we will mail 
circular matter containing suggestions which 
you will find a valuable aid in writing an ef- 


fective classified advertisement. Add. Man. 
Am. Med. Assn., 535 N. Dearborn St., ( *hi- 
cago. GG 





(Continued on next page) 
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PHYSICIANS’ LABELS — SIZE 2 BY. 3 T A REMOVE MOLES, RODENT ULCERS, PIG- 
inches; your name, address, blank lines for S . NDREWS CROSS ,entary and bw P eafern ities, ete., by Rn. 
p ying arbon wxrIGEe ce c have i ul- 


directions; non-curling gummed paper; 1,000 
Marks your caras letin of interesting clinical reports written 


repaid, $1; money order, drafts, stamps (no 
Sheake): doctors’ stationery of all kinds; send @ Physician | by leading dermatologists which we will send 












for price-list. The Fuller Press, successors to Gives you the on request The use of our appliance is a 
MeDonald & Co., 1863 Ogden Ave., ( hi- right of way. recognized effective therapeutic measure Re 
cago. GG It is being used fer to our special adv. on page 61, last week's 





by hundreds of | issue, for additional data. Add. Amer. Carb. 
members “ Mach. Co., 549 W. Washington Blvd., Chicago, 
the A. M. Ill KK 
Why not A." 
Write for | TELL YOUR ANEMIC AND TUBERCU- 
booklet No, 5 | lous patients to sleep in the open air this 
now / summer Our tent house admits the air from 

| every side, but it can he quickly closed weather 
ject fully covered in Dr. W. Gilman Thomp- car gives prestige yeh a by tight. Enables the patient to sleep in the open 
son’s new book. Full information. sent on and recognition. . : air but surrounded with home comforts. Cat- 


application to D. Appleton & Co., Pubrs., 35 alogue and prices free on request Close-to- 


22d St., New York City. GG “EMCO” AUTOMOBILE OIL No. 300 Nature Co., 360 Front St., Colfax, lowa. KK 


HOW IS IMMUNITY ACQUIRED? WHAT | is refined by us from Pennsylvania Crude Oil. | IN THE NEWSPAPERS YOU CONTINU- 

facts form the basis of serum therapy? | It contains Ne Carbon, has Bigh Fire Test, Low Cold Test ally read about the success of the Pulmotor 
These and many other technical questions | and Geat Viscosity. in resuscitating asphyxiated patients Upon 
are explained in the book, Infection, Immu Sold by all dealers or will be shipped direct | application we will send our catalogue which 
nity and Serum Therapy. MWHardly a day passes from our oqeinety. Bradford, Pa., in5or 10gal. | will fully acquaint you with the principles 
that the average physician does not observe | cans, barrels or »alf barrels. Your money back | o§ the construction of our apparatus. To ma- 





OCCUPATIONAL DISEASES—THE EARLY 

recognition and treatment of diseases now 
increasingly prevalent among artisans and 
craftsmen demand most thorough study by the 
present-day physician. The influence of spe 
cial conditions on these diseases should also 
be well understood. You will find the sub- 








This cross on your 























the mysterious changes occasioned by infectious if not satisfactory in every respect. nipulate the Pulmotor no tedious hand mo- 
diseases. This book explains how immunity Prices and sa.aples upon request. tions are required—merely adjust mask and 
is acquired by protective inoculations, how EMERY MFG. CO., BRADFORD, PA. open oxygen valve Add. Draeger Oxygen 
mixed, secondary or superimposed infections Apparatus Co., 425 First Ave., Pittsburgh, 
eccur, the side-chain theory, opsonins, etc Pa. KK 
These subjects should be Gopeegy under Premier 

stood by every practitioner. Cloth. 785 pp. 99 REICHERT HAEMACYTOMETERS—THEY 
Price, $2 postpaid. Amer, Med. Assn., 535 N “ECONOMY give results in clinical diagnosis upon which 


Dearborn St., Chicago. GG BATTERY HORN you can place im _ dependence The in 
struments we retail are the genuine Reichert 
$ 00 make and our prices will interest you-—see 
Price ° adv. on page 44, this issue. There are many 
= amend reasons why this blood-counting apparatus is 
to be preferred. Correspondence invited from 


Prepaid Complete physicians interested in this subject Goder- 


Heimann Co., 623 S. Wabash Ave., Chicago. 





MISCELLANEOUS COM. ADVTS. 
INFANTILE DIARRHEAS—A TROUBLE- 


some condition encountered in general prac- 
tice. The indications for Senin treatment 
are to prevent the growth of putrefactive and 
pathogenic organisms in the alimentary canal. 
ir 8 product, Lactobacilline Liquide (Metchni- 





with push-button, 


eight fe et connect- SECOND-HAND SURGIC AT APPLIANCES 
ing cable and mount- and office furniture. Have you such to sell? 























koff), possesses the important property of ang Denenet. — Why not turn them into cash? Surgical in- 
checking’ the eee of — ie in the intes- lar storage battery. a books, chairs, vibrators, 5 ore 
oe dome Pi swe h ould bare . ar ASK DEALER or remit to soos ° —' te aape doctor * pala a 
ough understanding of the principles of this 5 physicians rea ne JourNnaL each wee et 
method of treating infantile diarrheas. Write Physicians’ Auto Warning PREMIER ELECTRIC CO. them know what you have for sale. Insert a 
us for any information desired. The Franco- Signal—Low Battery Con Chicago, U.S.A. small adv. in these columns. You will be agree- 
American Ferment Co., 124 West 3ist St., Sumption—No Repairing, 4033 Ravenswood Avence ably surprised at the profitable offers you will 
New York City. KK receive. KK 
‘ 












NEW SERIES OF 


SEX HYGIENE PAMPHLETS 


The Council on Health and Public Instruction of the 
American Medical Association 
announces the publication of a series of four pamphiets on Sex Hygiene by 


DR. WINFIELD S. HALL 
Professor of Physiology, Northwestern | University Medical School, Chicago 


t PAMPHLETS FOR BOYS—John’ . ‘Vecation—for boys from 10 to 15, 
Chums—for boys from 16 to 14. 


PAMPHLETS FOR GIRLS— Margaret, the Doctor's Daughter— 
or girls from 12 to 16. 
Life’s Problems—for ' girls from 16 to 18, 
The facts of life and reproduction told in beantifu! story form and 
with scientific accuracy. 
These pamphlets can now be secured for 10 cents each. 


American Medical Association 535 N. Dearborn St., Chicago 





Your hands aren’t ordinary hands, 
Doctor! They're as precious as your eyes. You 
can’t afford to give them just ordinary protection 
—you want 


Grinnell Gloves 


Pest for everg purpose 







And it isn’t only the very best protection they 
offer—they’ re the very aristocrats among gloves— 
finest in quality, workmanship and appearance. 
Style 4941-G 







And they have three great 
features—Rist-Fit, Ventilated 
Back, Grip-T‘te—that no other 
gloves at any price can give you. 
And all these gloves are made of 
finest Reindeere and Coltskin--soft 
as velvet, wear likeiron. Washable 
with soap and water or gasoline, 


Morrison-Ricker Mfg. Co. 
Established 1.6 
92 Broad St., Grinnell, lowa 













































Landaulette « 





with folding top d 






Ask your dealer for 
Grinnell Gloves 


If he does not carry them, send us his 
name and your size. We will send 
your selection on approval. Hand- 
somely illustrated booklet with sam- 
ples of leather on request. 





For Immediate Delivery. Write Today. 


Low Priced Closed Bodies 


For F'ord Model T 


Light, durable, well designed, comfortable 
4 practical body for all seasons 


Severs seems & Co. 
10th and Cenal : INDIANAPOLIS, IND. 
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On Tires 


Save $4 to $15, and Yet 
Get Goodyear Tires 


The extra prices asked for rival tires 
buy no extra quality. No-Rim-Cut 
tires—which hold top place in Tiredom 
—excel as far as ever. 

But tremendous output—the largest in 
the world—has brought our cost down 
and down. Now 16 makes which once 
were cheaper sell above our prices—up 
to one-half higher. 





Yet No-Rim-Cut tires are still the only 
tires which embody these four greatest 
features in tire making: 

Our No-Rim-Cut feature. 

Our ‘‘On-Air’’ cure—a costly extra 
process which saves countless blow-outs. 

Our patented method for combating 
loose treads. 

Our double-thick All-Weather tread— 
the utmost in anti-skids. 

Not one of these features—which are 
saving motorists millions—can be found 
in any other tire. 


No tire should cost more than the top- 
place tire, after millions of mileage tests. 
No tire which lacks these features should 
out-cost tires which havethem, Tell your 
dealer you want Goodyears at the Good- 
year price. He will get them if he lacks 
them. 





(;OoD}> YEAR 


AKRON, OHIO 


No-Rim-Cut Tires 
With All-Weather Treads or Smooth 



























_ 


$20 a Pair 


13 N. 20th St. 





BR Shock Absorber Co. 


Physicians— 


Here is the SHOCK ABSORBER 
You Have Read About —the 


B&R Shock Absorber 


Absolutely Stops 
Bound and Re-bound 


This shock absorber consists of 
a convolute spring with 78 inches 
of spring steel. It will make your 
car ride 50 per cent easier, in 
addition to-the saving of. your 
tires, gasoline and springs. 


SPECIAL PHYSICIANS OFFER 


Write to-day for our illustrated 
catalogue and rates to physicians. 
Each pair sold is guaranteed by 
us: Can be easily attached to any 
car_in a short time. No adjust- 
ments. No attention. 











Philadelphia, Pa. 













The 
























The Goodyear Tire & Rubber Co., Akron, Ohio 
Toronto, Canada London, England Mexico City, Mexico 
Poundins end Agencies to 305 Petacigal Cites, Dealers 
Everywhere. Write Us on Anything You Want in Rubber 
(1610) _ 






















Vacation Line 


Colorado 

Glacier National Park 
Yellowstone Park 
Minnesota L.akes 
Black Hills 

Big Horn Mountains 
Salt Lake City 
North Pacific Coast 
California 

— Anywhere West 
P. S. EUSTIS, Passenger Traffic Manager, C. B. & 0. R. R., CHICAGO 


“The Summer Route You’ll Brag About” 









Burlington 
“Route 
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mobile 


The car of The American Family 
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With electric starting and ligh 


In Canada—T 
over-size tires and tire carriers, $1 
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Touring Car or Roadster, with regular equipment, 
ting, demountable rims, over- 

size tires and tire carrier, $1200. Prices, f.0o. b. Detroit. 
ourtng C. Roadster, with t, 
$1200. With electric conten and Tigiting, demouneabe rns 


ces f.0.b. Windsor. 


— be a 











40,000 Owner-Salesmen 


Wonderful stories have come to us from dealers every- 
where of the number of sales made as the result of 
friendly interest shown by Hup owners. 


Some weeks ago we instructed Hup salesmen visiting 
all parts of the country to make a detailed report 
on this point. 

These reports, covering every State in the Union, are 
now in our hands; and they reveal an astonishing 
and gratifying condition. 

Out of 1500 dealers more than 90 per cent testify that 
the Hup owner is by far the most important factor 
in making new sales. 

“I will have to admit it,” says one big distributor, 
“even if it deprives me of some of the credit for this 
season’s splendid business.” 

It seems to us that nothing we might say to you about 
the Hup could possibly inspire you with greater con- 
fidence in the car than this attitude of Hup owners. 


We do not mean to imply that other owners of other 
cars do not feel kindly toward those cars. 

But we do believe that such wholesale and unanimous 
enthusiasm as this is unique. 

We do believe that it is unusual for people of all sorts 
and conditions to go out of their way to help the 
Hup dealer make sales. 

We are certain that they could not so commit them. 
selves if they did not feel sure of what the Hup is 
and what the Hup will do. 

We consider it proof positive of our repeated assertion 
that the root of Hup popularity is continuous 
service at a lesser cost. 

It shows us that, almost to a man, Hup owners back 
us in our belief that the Hupmobile is the best car 
of its class in the world. 

And we confidently refer you to the Hup owner and 
the Hup dealer in your home town. 


HUPP MOTOR CAR COMPANY, 1250 Milwaukee Ave., DETROIT, MICH. 











\ 


we 


JOURNAL AMERICAN MEDICAL ASSOCIATION 














— 


























— IR Ste 1 RRS 
R M CI r Dr. Klein's Improved 
Should be owned by every physician treating with Diathermy, 
BE? ticking is a sieve-like fabric, which o_o 
allows foreign matter to filter through 5 oh al 
and to become a fixture in the mattress. 
Re-covering such bedding is an uncleanly 
makeshift which merely does away with part 
of the trouble. 
What is needed is an antiseptic washable 
Excelsior 
Quilted Mattress 
Pad 
which really solves 
this vexing problem. 
It protects the mat- 
tress and adds to its 
life. 
Made of bleached 
muslin padded with 
white wadding—wash 
easily—dry light and 
—= fluffy as new. 
TRADE MARK Made in all sizes " ee 2 ak eee 
Look for trade mark sewed on every Pad Can be with an ' 
used y Diathermic Outfit. 
EXCELSIOR QUILTING CO. Used With Great Success in Europe 
15 Laight Street : New York City THE SANAX CO., INC. 
125 East 23d St. = NEW YORK 
i attetemisaaneanne 



































Mileage that Reduces Tire Costs 


Tire value, as you know, is measured by 
performance. The life of standard tires, 
with one exception, is assured verbally for 
3500 miles. That one exception is Ajax. 


anteeing them in writing 43% more mileage. 


As a result physicians everywhere are 
using Ajax-and recommending them to 
their friends. Reports of remarkable 
mileage under all 





Ajax tires are sold 
with a written guar- 
antee of 5000 miles, 
or 1500 more miles 
than other tires. 


We could emulate 


the example of other 
tire makers and talk 





Plain Tread and Non-Skid 





ADAX == 
TIRES | vstutore 


GUARANTEED (in writing) FOR 5000 MILES 


conditions justify 
the statement that 
5000 miles should 

minimum 


viding tires are 


Clincher or Straight Side given the same care 








quality. But talk 
doesn’t cut down tire costs. 

So we give tire buyers tangible evidence 
of the in-built quality of Ajax by guar- 


“While others are claiming Quality we are guaranteeing it.” 


AJAX-GRIEB RUBBER COMPANY 


1796 BROADWAY, NEW YORK CITY 


and attention a2- 
corded the mechanism of the car. 


There’s an Ajax dealer near you. Look 
him up. Send for new Ajax booklets. 


Factories: Trenton, N. J. 
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Lopibenadil 


THE CHICAGO POLICLINIC 


; in SURGERY, GYNECOL OGY, OBSTETRICS, DERMATOLOGY, RECTAL, GENITO-URINA y. 
Special Summer Session MEDIC “INE. EYE, EAR. NOSE and THROAT Diseases wil | begin May Ist . 


and continue to 












Surgery. Eye, 


ENOUS VACCINES. 





September Ist, 1914. Physicians may enter at any time 
Urine, and Gastric Juice. 


M. L. HARRIS, M.D., Secy. Dept. B., 219-221 W. Chicago Avenue 


We give special courses in the WASSERMANN REACTION and the method of making AUTOG 


CHICAGO, ILL. 


adenidil 


Special! courses will be conducted in General Operative Surgery and 
ar, Nose and Throat together with practic al courses in Bacteriology. cove ring examinations of Blood. Pus Sputum 











SPECIAL—During summer term—June Ist 
| to September 30th—Four weeks genera! clin- 
- “ . or 





ical course, $25.00. This course comprises 
general medicine, surgery and their special- 
ties, obstetrics, gynecology, eye. ear, nose 
and throat, skin and venereal diseases 

U0 !_UunT a ee AN Year rhe facuity, in realization of the ever growing 
demand for instruction in Vaccine, Antitoxin, Roentgen Rays, 


FOR FURTHER INFORMATION, ADDRESS Light, Mechanical and Biological Therapy. are united te 
DR. ALEX C. WIENER, Secretary, 1844 W. Harrison Street, CHICAGO, ILLINOIS “”° 








r eflorts to meetit both in laboratory and clinical work, 

















Harvard 


Medical 
School 


BOSTON 








Graduate School of Medicine 


Greduate Instruction on a University Basis 


COURSE FOR THE DEGREE OF M.D. ‘Atour cons sours 
+ lsopen to holders of 
a bachelor’s degree from a recognised college or scientific 
school, who have had sufficient training in chemistry, physics 
and 2001 ogy, and to persons Whe Bees ans pe years of college 
work including one year in the pre-medical sciences, pro all i ‘ ; $ 
vided they stand in the first third of their clas. The SORRSES ee cee eerabest the gene to af clinton ent 
studies of the fourth year are wholly clentives they ingiase 7 ? 
laboratory subjects, general medicine and surgery and the , ’ : 
® —- clinical branches. The school year extend« from the INSTRUCTION ait be ap Sher ~ Lig = the 
onday before the last Wednesday in September to the Research courses for qualified students 
Thureday before the last Wednesday in J une. 


COURSE FOR THE DEGREE OF Dr.P.H. @tn2%s%srin.wet- STUDENTS sr*,cuimistet st any ‘ime and for any lenath 


vanced courses. 








MASSACHUSETTS 


degree of Doctor of Public Health. 





properly — persons may become candidates for the 


For information address HARVARD MEDICAL SCHOOL, BOSTON, MASS 











| 
W. A. Fisuer, M.D., President A. G. Wrerers, M.D., Vice-President 


Chicago Eye, Ear, Nose and Throat College 


POST-GRADUATE INSTRUCTION 
Diseases of the Eye, Ear, Nose and Throat and Fitting of Glasses 


A House Physician is appointed in June and December 
Open the year round. Write for announcement to 
J.R. HOFFMAN, M.D., Secretary 235 WEST WASHINGTON STREET, cuicace | 


THE NEW YORK EYE and EAR INFIRMARY 


School of Ophthalmology and Otology—For Graduates of Medicine. 

C’inies daily by the Surgical staff of the Infirmary. S 

in Ophthalmoscopy, Refraction, Operative Surgery of the 
Pathology and External Diseases of the Eye. 





ial courses 
ye and Ear, 


The abundant clinical material at this well-known institution affords | 


students an unusual opportunity for obtaining a practical knowledge of 
these special subjects. Two vacancies in the House Staff exist in March, 
July and November of each year. For particulars address the Secretary, 


DR. GEORGE S. DIXON, New York Eye and Ear Infirmary. 


POSTGRADUATE SCHOOL of INSTRUCTION 


Manhattan Eye, Ear and Throat Hospital, New York 


Winter Semester Class now Ferming 
Individual and Graded Instruction in all Branches — Operative, 
Clinical and _Laboratory Courses 


Limited Number of Advanced Students can be Accommedated in Stu- 
dents’ Clinics—Eye, Ear, Nose and Throat Departments 


When applying, state education and previous experience 
For particulars address Secretary; 210 East 64th St., New York City 


WOMAN’S HOSPITAL or PHILADELPHIA 


2137 North College Avenue 
POST-GRADUATE INSTRUCTION FOR WOMEN 
GENERAL COURSE SPECIAL COURSES OPERATIVE COURSES 
FOR PARTICULARS APPLY TO 


CATHARINE MACFARLANE, M.D., Secretary of Staff 
5806 Greene Street, Germantown, Philadelphia 


























Summer Term 
JULY and AUGUST 


Regular Courses Continued 


Through the Summer 





Includes Medicine, Sur- 
Clinical Course !"<'° mage 


gery, Gynecology, 
stetrics, Skin and Venereal, Stomach and 
Intestines, Nervous and Mental, Physiologic 
Therapeutics, Eye, Ear, Nose and Throat, 
Rectal, Diseases of Children. 


Special Personal Courses 2?ct'v: 


Surgery 
on Cadaver and Dog, Electro Therapeutics, 
X-Ray, Physical Diagnosis, Cystoscopy, 
(Laboratory Course under Prof. Zeit available 
September Ist). 


Surgical Assistantship Open Oct. Ist. 


POST-GRADUATE MEDICAL SCHOOL 
2400 Dearborn St. CHICAGO, ILL. 
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EYE, EAR, NOSE AND THROAT 


Special DIDACTIC and LABORATORY COURSES in the Anatomy, 


Pathology. Diagnosis, Treatment, 


Address: 


Refraction and Operative Surgery. 
M. L. HARRIS, M.D., Secretary, CHICAGO POLICLINIC 


219-221 W. Chicago Avenue, CHICAGO 














It is of great importance to every prospective 
student of medicine that he should know the 
classification of the various medical institu- 
tions as fixed by the Council on Medical Edu- 
cation of the American Medical Association. 
This information is contained in pamphlet 81, 
which will be sent on receipt of 4c to vover 
cost of mailing. 


The American Medical Association 
536 N. Dearborn Street, Chicago, Ill. 


THE ANNOUNCEMENTS 
OF “CLASS A PLUS” 
AND “*CLASS A” 
MEDICAL SCHOOLS 
ALONE ARE ACCEPTED 
FOR THESE COLUMNS 




















UNIVERSITY OF GEORGIA---Derinen 


Augusta, Ga. Eighty-third Annual Session Begins Sept. 16, 1914 
ENTRANCE REQUIREMENTS: Completion of one College year. 
TUITION: $150.00 per annum, inclusive. 


ADVANTAGES: Modern laboratories; complete equipment; new hos- 
pitals; all medical charities under control of Facu ty. 


Ideal Winter Climate 


For catalogue and information, address 


W. C. LYLE, M.D., Vice-Dean, Harrison Bldg., AUGUSTA, GA. 





UNIVERSITY OF ALABAMA 


SCHOOL OF MEDICINE 


MOBILE, ALA. 
Requirement for admission:—One year of College work in Fhyeies. Chemistry, 
Biology, and a modern foreign languaes. in addition tothe l4 unit high school course. 
Seven full time instractors linical facilities ample. Denier year devoted to 


practical work in hospital and dispensary. 
The Department of Pharmacy offers a two year course leading to the degree of 
Ph. G@. For catalogue and information address 


EUGENE D. BONDURANT, M.D. Dean Schoo! of Medicine, St. Anthony and Lawrence Sts., Mobile, Ala. 


RUSH MEDICAL. Coreeve 


=IN AFFILIATION WITH 

THE UNIVERSITY OF CHICAGO 
SUMMER QUARTER COMMENCES JUNE 15, 1914 

No application for 1914-15 received 











Number of students limited. 
after September 1. Address 


RUSH MEDICAL COLLECE, Chicago, Ill. 





GEORGE WASHINGTON UNIVERSITY 


DEPARTMENT OF MEDICINE Washington, District of Columbia 


NINETY-THIRD SESSION begins last Wednesday in September. 

pyission. one year s college in addition to 14 high school units. 
RE-MEDIC ‘AL YEA R, tor students having no college work. 
LA RATORIES. six in number, are fully equipped. 
CLINICS are ample. University Hospital and Dispensary under faculty control, additional 
clinics in other hospitals 
ADVA ANTA GES to students of adequate medical training and residence in the Capital of the 

United i For catalogue or other information, address 


W. C. BORDEN. M.D., Dean, 1525 H Street, N.W., Washington, D.C. 





THE COLLEGE OF MEDICINE ofRMiX9S. R&, 
UNIVERSITY OF ILLINOIS (jt) seein 


of iter or ie | 

ts and 
cience in addition to 15 units completed in an aocrediced high- 
chool or academy. College course must involve at least one year 
n chemistry, physics and biology and six college hours of either 
French or German. For course of medical study, four years are 
required. Location in the heart of Chicago's great medical center 
For full information concerning course of tua . fees, etc. address 
SECRETARY, Box 50, College of Medicine of the University of 
Illinois, Congress and Honore Streets, Chicago, iilinois. 








oe 
JOHNS HOPKINS UNIVERSITY 
Medical Department 


The Medical School is an Integral Part of the Univer- 
sity and is in Close Affiliation with the 
Johns Hopkins Hospital 


ADMISSION 


Candidates for admission must be graduates of approved 
colleges or scientific schools with at least one year’s instruc- 
tion, including laboratory work, in physics, chemistry and 
biology, and with evidence of a reading knowledge of French 
and German 
Each class is limited to 90 students, men and women being 
admitted on the same terms. xcept in unusual circumstances, 
ep pic ations for admission will not be considered after July first. 
vacancies occur, students from other institutions desirin ng 
a anced standing may be admitted to the second or thir 
year, provided they fulfill allofour requirements and present 
exceptional! qualifications. 


INSTRUCTION 
The academic year begins the first Tygeday in October and 
closes the second Tuesday in June. The course of pyetrec: 


’ tion occupies four years, and special emphasis is laid u 
practical work iu the laboratories, in the wards of the O8- 
pital and in the Dispensary. 


TUITION 


The charge for tuition is 8240 per annum, payable in three 
instalments. There are no extra fees except for rental of 
aes certain expensive supplies, and laboratory break- 


“SUMMER WORK FOR GRADUATES IN MEDICINE 
Beginning June ist, courses in Medicine, Surgery and various 
specialties, aS well as in several of the underl ying scientific 
branches, will be available for graduates in Medicine. These 
courses will extend over six weeks and are fully described in 
a special circular. 








Theannual announcement, application blanks, andcircularde- 
scribing graduate courses may be obtained by addressing the 


Dean of the Johns Hopkins Medical School 
Washington & Monument Streets, Baltimore, Maryland 





mation and catalogue. 














University of Louisville 


MEDICAL DEPARTMENT 


Seventy-eight Annual Session begins Octob 1914. Entrance uirements: 
One year of College work in Physics, Chemistry, Iyiolog: and a modern fore 
language, in addition to the 4 units’ work in an accredited, standard high-school. 

A premedica! course of instruction is given in the ‘Academic department of the 





University. 
Well equipped laboratories under full-time teachers 
Clinical work in the New Million-doliar Public Hospital. For further infor- 


address the Dean, 
HENRY ENOS TULEY. M.D., Louisville, Ky, 


Tufts College Medical School 
BOSTON, MASSACHUSETTS 


This School offers to men and women a four years’ graded course, in- 
cluding all departments of the study of Medicine. 
Its Laboratory facilities and Clinical advantages are unsurpassed. 
The next session begins the last Wednesday in September and continues 
until June. For further information or for catalogue address 
FREDERIC M. BRIGGS, M.D., Secretary 
Tufts College Medical School, Boston, Mass. 


THE UNIVERSITY OF MINNESOTA THE MEDICAL SCHOOL 


Summer session for six weeks June 15th te July 26th, 1914. 
Courses for graduate and undergraduate students will be conducted in the 
University and Municipal Hospitals and in the laboratories and lecture rooms 
of the Medica! School. Graduates who hold the degree of any recognized insti- 
tution or the license of any State Board of Examiners are eligible. Undergradu- 
ates will have the opportunity to pursue studies for advanced standing or to 
complete deficient work. Registration June 12th and 18th. 
For special bulletin containing full information address THE DEAN, 


The Medical School, University of Minnesota, Minneapolis, Minn. 


PHYSICIANS MANUAL 


of the U.S. Pharmacopeia and National Formutary 
A condensed description of the physical properties, solubility and ¢ incompatibility, 
also principal use. etc, of ort article contained in the U 
is presented in a this mansal. F = ayes cane wil find Se of pee ial 
book et Vv « 
pe Ee, Many epecitnen, ie —— been included = mich 
the physician can improve or modify as he may prefer. 197 pp. cloth. Price 
Stamps accepted. Sent by mail on receipt of price, 
AM ERICAN MEDICAL ASSOCIATION 
N. Dearhorn Street, : : CHICAGO 
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The Medico-Chirurgical College 


OF PHILADELPHIA 


“*in the rapidity and vigor of Its growth Is probably without a parallel in the history of medical scheols."’ 
eart of the medical center of America. Tt has Well-Planned and Wel!l-Equipped Laboratories 
»hitheatre extant; abundant and varied Clinical Material; a Faculty of Renown and High Pedagogic Ability. 
and Practical Work by each student 
ified and Modern Seminar Methods; and a Five-year Course, including premedical instruction in Physics, 


Most advantageously located in the h 
Modern Hospital; the finest Clinical Ams 
Its Curriculum comprises Individual Laborato 
limited in size; Systematic Clinical Conferences; Mc 


Chemistry, Biology and German. The College has aleo Departments of Dentistry and Pharmacy and Chemistry 


DEPARTMENT OF MEDICINE 

WHY? Because of its modern and practical method of instruction. 
its own Large and 
Free Quizzes by members of the teaching staff; Ward-Classes 


Send for announcements or information to 


SENECA EGBERT, M.D., Dean, Seventeenth and Cherry Streets, Philadeiphia, Pa. 
eaten 








SYRACUSE UNIVERSITY 
COLLEGE OF MEDICINE 


ENTRANCE REQUIREMENTS: Two years in a registered College or Schoo! of 
Science. Combination courses recognized. 

LABORATORY COURSES in wel! equipped laboratories under full time teachers. 

CLINICAL COURSES in two general, one special and the municipal hospitals 
and in the dispensary adjoining the college, in all of which senior students 
serve as clinical clerks. 


Address The Secretary of the College of Medicine, 307 Orange St., Syracuse, N. Y. 


CORNELL UNIVERSITY MEDICAL COLLEGE 


Holders of a Baccalaureate degree or Seniors who can present a 
degree before entering the Second Year who also present the requi- 
site courses in Chemistry, Physics and Biology, are admitted from 
recognized Colleges or Scientific Schools. The session opens on the 
last Wednesday in September. The first year is devoted to Anat- 
omy, Chemistry and Physiology, and may be taken either in Ithaca 
or New York City. The last three years are chiefly clinical and 
must be taken in New York City. For further information address, 


The Dean, CORNELL UNIVERSITY MEDICAL COLLEGE, 
Pirst Avenue and 28th Street. - - - New York City. 


NEW YORK UNIVERSITY 


MEDICAL, DEPARTMENT 
The University and Bellevue Hospital Medical College 
Session 1914-1915 begins Wednesday, September 23, 1914 


The sequirenpente for admission to the University and Bellevue Hospi- 
tal Medical College include one year of collegiate work in addition to 














graduation from an approved four-year high schoo! course. It is required that 
this year of college work include instruction in Physics, Chemistry, and 
Biology. To meet this requirement, the Uollegiate Division offers the fol- | 
lowing Medical Preparatory Courses: | 
1. Course extending from September 2, 1914, to June, 1915. 
2. Oourse extending from February 1, 1915, to September, 1915. 
completion of either course admits to the medica! schoo!. 
The requirement for admission to the Medical Preparatory Course | 
& any one of the following: | 
(1) A diploma of graduation from a four-year high schoo! course recog- 
nized by the Regents of the State of New York. (2) A certificate of the 
College Entrance Examination Board covering fifteen units of Secondary 
School Subjects. (3) Entrance examinations of the University College cov- 
ering fifteen units of Secondary School Subjects. (4) A certificate of ad- 
mission to the freshman class of a recognized college. For bulletin or 
further information address 


DR. SAMUEL A. BROWN Secretary, 26th Street and First Avenue, New York City 


The 











| EQUIPMENT : 


University of Pennsylvania 


SCHOOL OF MEDICIN 1914 

The 49th Session will begin Sept. B. 19M. The 
course of instruction, extending over four annual sessions of eight and one-half 
months each, is a carefully graded and eminently practical one beginning with 
the fundamental branches with full laboratory exercises proceeding through 
a comprehensive system of clinica! instruction in which ward and bedside in- 
struction and individual work on the part of the students form a large part, 
and terminating in the Fourth Year with the assignment of stadents as clini- 
cal clerks in the Hospital. A large proportion (more than 9 per cent.) of the 
graduating class secure positions a8 internes in hospitals. 

REQUIREMENTS FOR ADMISSION—Candiiates must have successfully completed 
work equivalent to that prescribed for the Freshman and Sophomore Classes in 
colleges recognized by this University, which must include collegiate courses in 
Physica, General Biology or Zoology and Chemistry (Qualitative Analysis is re 
quired; Organic Chemistry is recommended), together with appropriate labora- 
tory exercises in each of these subjects, and two languages other than English 
‘ove of which must be French or German). For detailed information send for 
catalogue. Certificates from recognized colleges covering these requirements 
will be accepted in place of an examination 

GRADUATE woRK—To properly prepared men (Bachelor's degree required) certain 
of the subjects of the Medical Schoo! are open for election in work in the 
Graduate Schoo! of the University, leading tothe Master's Degree or to the de 
gree of Doctor of Philosophy. For graduate physicians, courses in Public Hy 
gierie, leading to the degree of Doctor of Public Hygiene (Dr.P.H.) are open; or 
to opher persons with adequate preparation parts of this instraction are offered 
without reference to degree. Courses in Tropical Medicine are conducted from 
the beginning of the session to Feb. 1, 1914. The clinics and laboratories are 
open throughout the year. For further information apply to 

Dean of School of Medicine, University of Pennsylvania, Philadeiphie 


THE JEFFERSON MEDICAL COLLEGE msds 


Founded 1825 A Chertered University Since 1838 
90th Annual Session Begins September 24, 1914 


1765 
UNDERGRADUATE DEPARTMENT 





ADMISSION: 


Oom pletion of appar. ed four-year high school course, or its equiv- 
alent, and, in addition, one year of College credits in German or 
French, Chemistry, Physics and Biology 


A course of instraction in German, Chemistry, Physics and Bi 
ology, of standard College grade, and expecially adapted to the 


MEDICAL 






PREPARATORY needs cf prospective me al students, is given parallel! with the 
COURSE: Medical Course, under the provisions of the University Charter 

. of the College. 
Thorough laboratory training and systematic clinical teaching 


INSTRUCTION: 


Jefferson Hospital, the 


and practical bedside instruction in the 
and the Department for 


Jefferson Maternity and its Dispensary, 
the Treatment of Diseases of the Chest 
New Teaching Museum; 


Modern and fully epuipped laboratories 
in charge of @ 


Modern Reference Library of 5,50 volumes, 
trained librarian 
Announcements, giving detatled information, will 
be sent upon application t 


ROSS V. PATTERSON, M.D., Sub-Dean 





OHIO STATE UNIVERSITY 
COLLECE OF MEDICINE | 


(Formerly the Starling Ohio Medical College) 
SESSION OF 1914-1916 BEGINS SEPTEMBER 16 
Requirements for Admission: Credits from an accredited college for one year's work in 
Biology, Chemistry, Physics and a Foreign Language. in addition to a Student's Medical Certifi 
cate granted by the Ohio State Medical Board on fifteen (15) units of secondary school work 
Clinical Facilities—directly under control of the college 
Protestant Hospital Ohio Penitentiary Hospital 
St. Francis Hospital Two out-door dispensaries 
catalogue and information, address 


W. J. MEANS, M.D., Dean, 714 North Park St., Columbus, Ohie 


MEDICAL COLLEGE OF VIRGINIA 


MEDICAL COLLEGE OF VIRGINIA UNIVERSITY COLLEGE OF MEDICINE 
Consolidated 


S.C. Mitchell, Ph.D., President. Stuart McGuire, M.D., Dean 


New College Building, completely equipped, and modern labora 
tories Extensive Dispensary service Individual instruction, 
experienced Faculty, practical curriculum. For catalog or infor 


mation, address J. R. McCAULEY , Secretary, 1142 E. Clay St., Richmond, Virginia 


For 





A. L. Gray, ALD., Chairman 





University of Virginia 
MEDICAL DEPARTMENT 
CHARLOTTESVILLE, VA. 

The Entrance Requirements are the completion of a 
four-year high school course, and, in addition, a year 
of recognized college work in Chemistry, Biology, 
Physics, and a reading knowledge of some modern 

language other than English. 

The Prominent Features of the course are extensive 
laboratory instruction in the fundumental medical 
sciences and thorough practical training in the Univer- 
sity Hospital, where students have many of the ad- 
vantages usually granted only to interns. 

For catalogue address, HOWARD WINSTON, Registrar 
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THE GRANDVIEW 


PRICE HILL, CINCINNATI, OHIO 
For Mental and Nervous Diseases, Alcoholism and Drag Habit 


Recently enlarged and refurnished Location 
ideal. Large grounds and beantiful views. 














Especial feature is the homelike care and individ- 
wal treatment. Experienced nurses. 

BROOKS F. BEEBE, M.D., 414 Walnut St. 
CINCINNATI, OHIO 











ENTRANCE WEST HOUSE OFFICE AND BATH HOUSE PS¥YCHOPATHIC HOSPITAL 


THE MILWAUKEE SANITARIUM ™725"" 


FOR MENTAL AND NERVOUS DISEASES, WAUWATOSA, WIS. 


Wauwatosa is a suburb of Milwaukee, on C. M. & St. P. Ry., 246 hours from Chicago, 15 minutes 
from Milwaukee, 5 mmutes from all cars. Two lines street cars. Complete facilities and equipment, as heretotore SE 6 1] | N SC H 0 0 [ 
announced, 

















New Psychopathic Hespital: Continuous baths, fire-provf building, separate grounds. 

New West House: Reoms en suite with private baths. 

New Gymomasium and secreation building: physical culture, mew “Zander” machines, shower baths. 
Modern Bath House: Hydrotherapy, Electrotherapy, Mechanotherapy For the training of children of 
30 acres beautiful hill, forest and lawn. Five houses. Individualized treatment. 
RICHARD DEWEY, A.M., M.D., in charge. HERBERT W. POWERS, M.D., WM. T. KRADWELL. M.D. 

CHICAGO OFFICE: Marshall Field & Co. Annex Bidg. Wednesdays | to 3 o'clock exc ept July and August. ARRESTED MENTAL DEVELOPMENT 
TELEPHONES Chicago—Central 1162. Milwaukee—Wauwatwsa le. 


and 
GYMNASIUM TAWW MAIN BUILDING POREST PATH BACKWARD CHILDREN 


Thirty-third Year 











Qa |! Limited to 2) EDUCABLE pupils. Little 
_ girls, young women. boys under 14 years (no 
x i | epileptics—no insyne Twelve experienced 
4 teachers. Large grounds adjoining SO acre 
park 


SUMMER SCHOOL IN MOUNTAINS 


Mrs. Elsie M. Seguin, Principal 
370 CENTRE ST., ORANGE, N. J. 


— a — 


Dr. Moody’s Sanitarium, San Antonio, Texas, fe Nervors ané Mental Diseases, Drugs and Alcohol 


for genial home environments, comforts, and for rational scientific treatment, which is strictly along ethical lines. Location and locality idea! for health 
rest and recuperation, Address, G. H. MOODY, M.D.,315 Brackenridge Ava. (Formerly Asst. Phys. to State Asylams at Austin and San Antonio. Tex.) 


KENILWORTH SANITARIUM 


(Established 1905) 
KENILWORTH, ILL. 
(C.& N.W.Railwep. Six miles north of Chicago) 


Built and equipped for the treatment of nervous 
and mental diseases. Approved diagnostic and 
therapeutic methods. Special system of ventila- 
tion. Rooras impervious to noise. Elegant ap- 
pointments. Bath rooms en suite, steam heating, 
electric lighting, electric elevator. 






































Resident Medical Staff: DR. SANGER BROWN 
Kathryn T. Driscoll, M.D. Assistant 59 E. Madison St., 

Physician. Chicago 
Sherman Brown, M.D., Medical — - 

Superintendent. Telephone Kandolph 5704 
Sanger Brown, M.D., Chief-of-Staff Hours li tol 


All correspondence should be addressed to 


Kenilworth Sanitarium, Kenilworth, IIL. 














A private hospital for Ner- A Neuropathic Hospital for women only. 
OXFORD RETREAT oolle and Mental Diseases, THE PINES Mental cases not received in this building. 
Alcoholic and Narcotic Inebriety. Incorporated 1883. Sepa- First class in all its appointments. Under the same control 
rate departments for men and women. Careful attention to and medical management as the Oxford Retreat. Thirty- 
proper classification, every convenience, and any accommo- nine miles from Cincinnati, eighty-four miles from Indianap- 


dation desired. Facilities unsurpassed. Electricity, Hydro-  olis, on C. H. & D. R. R.; ten trains daily. 





therapy and Massage. Site elevated, retired and beautiful. For references, terms and descriptive circular address 
Ninety-six acres in lawn and forest. R. HARVEY COOK, Physician-in-Chiet, Oxford, Butler County, Ohio 
———S ————— 
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The Lake Geneva i 
saitarims | Oak Grove Hospital 


| For Nervous and Mental Diseases 








Comprise three 
separate Instita 
tions, having sep- 
arate buildings | 
and separate 
grounds under one 
agemeut, 
Lakeside and The Cottage <a nies 








l—Lakeside Sanitariam for medical and genera! sanitarium cases. It 
includes two buildings, with handsome grounds o/ ten acres on the shores 
of Lake Geneva. 


2—Oakwood Springs Sanitar 
ium for mental! cases and nervous 
cases requiring guardianship 
It is situated on high grounds, in 
a park of seventy-three acres of 
exceptional beauty, overlooking 
the lake and city of Lake Geneva. 
lt is one-half mite distant from 
Lakeside Sanitariam, 

3—The Sargical Hospital for 
surgical cases, with well equipped 
operating room and large. hand 
some, airy bedroome having large 
windows, and a beautiful outlook 











Grounds comprise 
sixty acres of stately 





For Further Information a oe oaks. and are pictur 
address 

esque and secluded. 

DR. OSCAR A. KING, Supt., LAKE GENEVA Buildings roomy, 

homelike and free 

Or at Private Office, 72 Madison St., Cor. State $!.. Phone Cont. 2508, Chicage, Ill. from institutional 


features. Interiors 

bright and cheerful. Luxurious furnishings, superior 

appointments and skilled attendance. First-class cui 

WAUKESHA sine. Static, Galvanic and laradic a Baruch 
SPRINCS hydrotherapeutic equipment, Turkish and Russian 

SANITARIUM Baths, and Massage. Use of Gymnasium, Billiard Room 

Bowling Alley, and Carriages, lree. 
FOR NERVOUS DISEASES . Se ® 


Byron M. Capes, M.D. 


Gugerintendont ‘| DR. C. B. BURR, Medical Director, FLINT, MICHIGAN 


WAUKESHA : Wis. 

















For terms address 

















Building absolately fire-proo 





= 3 Cimmeyer |THE WINYAH SANITARIUM 


ESTABLISHED 1888-—ASNMEVILLE, N. C. 


Sanitarium isi | 


REFINED, home-like health resort 

\ in 100-acre park, on Lake Michigan. 

Drs. PENNOYER and ADAMS, Managers | 
enosha, W is. Tel. 8 

Chi Office, Marshall Fieid Bide. 

Thursdays, 2 to 4 Tel. Randolph 2 

Note: Full page 54, 4th Extition American 

Medical Directory 


THE SARATOGA SPRINGS SANITARIUM 
D 


R. STRONG'S. INC. 














SARATOGA SPRINGS, NEW YORK Established 18565 | 

This institution situated in the world-famed and beautiful Spa of Saratoga Springs is prepared 
to receive all classes of patients except those suffering from communi: able diseases and insanity. 

Special facilities for treating cardiac, circulatory, renal and hepatic cases Well furnished 
operating room and surgical department. The institution is equipped with appliances for all r 
modalities of electro-therapy galvanic, faradic, static and high frequency, also a first class Dr. Silvio von Ruck, Medical Director. Or. Karl von Ruck, Consultant. 
Radiographic laboratory for X-ray treatment and diagnostic Investigation. The Hydro-thera- | A modern and completely equipped Institution for the treatment of 
peutic department is very complete and includes a first class Turkish Bath. The establish- ; : . , < 
ment is situated near the center of Saratoga and is of substantial brick construction. Accom- tuberculosis. High-class accomodations. Strictly scientific methods 
modation for about 200 patients. Qorrespondence with physicians solicited. For particulars and rates write to WM. SCHOENHEIT, Manager 
JOHN B. YATES, President W, CONYERS HERRING, M.D., Medical Director Please mention this Journal) 














Dr. Broughton’s Sanitarium imconponaTeo AT) es I 7 Pe. 
Oe don CINN SANIT, Se 
| La o ave cn : > - an ~ a : ‘AR 








hine, Cocaine and Other Drug Addic- 
— including lcohol and Special Nervous Cases. - : 

Methods easy. regular, h . Good heat, ligh ter, help, board, , , 
te. Number limited to. A well kept home: Address ‘| A Private Hospital forMental and Nervous Disorders 


DR. BROUGHTON’SSANITARIUM | De F. W. Lancoon, Medical Director Dr. Georcia E. Finite Matron 
Phone 536 2007 S. Main St. ROCKFORD, ILL. Dr. B. A. WILLIAMS, Resident Physician H P. Couns, Business Manager 
Dr. Emerson A. Nortn, Resident Physician Coivece Hi, Cinciwnati, O10 


For Opium, M 
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WHITE SULPHUR. SPRINGS 


WEST VIRGINIA 
On Main Line Chesapeake and Ohio Railway 


A EUROPEAN “CURE” WITHOUT GOING TO EUROPE 











European 
Plan 
America’s 
























out 
Finest 
Resort the 
Hotel Year 
The New Greenbrier Hotel 
Every facility to be found in the best established European Splendid Climate, Magnificent Mountain Scenery, Golf, 
Spas. Sulpho-Alkaline, Chalybeate and Alum Springs, all Tennis, Riding, etc 
Radio-Active. ; : _ Treatment especially adapted to digestive and nutritional 
All approved forms of Hydrotherapy, Radium Emana- disorders, the neuroses, gout, rheumatism, etc. 
torium, Inhalatorium, Zander Institute, iet Kitchen. For full particulars address 


GEORGE D. KAHLAO, M.D., Medical Director 





























Cotiage Sanatorium 


City, New Mexico 
FOR THE TREATMENT OF TUBERCULOSIS 


E. 8. BULLOCK, M.D. . WAYNE MacV. WILSON, Manager 
DAVID C. TWICHELL, M.D. E. D, NIXSON, Assistant Manager 


Summer Climate Ideal Beautiful situation in the tains of southern New Mexico. 
limatic conditions wonderfully perfect. Cool summers. 
Moderate Winters. A flood of sunshine at all seasons. Food excellent and abundant. All 
the milk our patients can consume from our own dairy of selected cows. Moderate 
oe —_ charge. Separate cottages for patients. Complete hospital building for febrile cases. 
ee “ez Separate amusement pavilions for men and women. Physicians in constant attendance. 

“ nine Livery for use of patients. Well equipped laboratory, treatment rooms, etc. All 
forms of tuberculosis received. Special attention to laryngeal tuberculosis. Tuberculin administered in suitable cases and in addition compression of the lung. 
Complete X-ray apparatus. One of the largest and best equipped institutions for tubercylosis in America. Patients received only through physicians. | 


WRITE TO THE MANAGER FOR DESCRIPTIVE BOOKLET: 


} Physicians 




























RATES 


$20 to $30 a week. 
No extras 





ALBUQUERQUE SANATORIUM FOR TUBERCULOSIS 





i Ly as — - $ m4 . ' ty SE J “ -J - 7 
| Wier men —— | te Sted alles > il 














G. A private sanatorium where the closest personal attention is given each case, and offering all the advantages of a large institution, with 
complete laboratory and other modern facilities, combined with most of the comforts of home. 

@. Steam heat, hot and cold water, electric lights, call bells, local and long distance telephones, and private porches for each room 
G. Situated but 1% miles from ALBUQUERQUE, the largest city and best market of NEw MEXxIco, permits of excellent meals and service 
ata moderate price. Write for booklet. 


A. G. SHORTLE, M.D. 
Le Ror Ss. P M.D. { 4ssociate Physicians M. W. AKERS, Superintendent 
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Pike's Peak, facing the front of our grounds and buildings 


Grasmor Sanatorium 


ALTITUDE 6100 FEET 


FOR THE TREATMENT OF TUBERCULOSIS 


Specially selected location three miles out, facing Pike's Peak. 
All buildings constructed with special reference to proper out 
aoor treatment Private sieeping porch connecting with each 
room House and long distance telephones, Electric lichts 
Shower.spray and tub baths. In fact, all the conveniences and 
comforts of a first-class hotel combined with ranch surroundings 
and pure air. Pure mountain water, piped from the foothilis o 
the Rocky Mountains. Best food procurabie. Moderate Rates. 
MEDICAL DIRECTORS 
ALEXWS M. FORSTER, M.D. , Physician in Chief 
GERALD B. WEBB, M.D.. and WM. WHITRIDGE WILLIAMS, FM D., Consultents 
A. L. WHITNEY, B.N. , Superintendent 


For full particulars address the Physician-in-Chief Write for Pamphiet 








THE MERCER SANITARIUM 


FOR NERVOUS AND 
MENTAL DISEASES 
Two hours from Pittsburgh. 


Occupational Treatment. Hydro- 
therapy. 1500 feet Elevation. 


Address, 
W. W. Richardson, M.D. 
Mercer, Pa. 


(Formerly Chief Physician, State 
Hospital for lusane, Norristown, Pa.) 





Sunnyrest Sanatorium 


White Haven, Penn, 
FOR DISEASES OF THE LUAGS AND THROAT 


Sttuatedin the Blue Mountains (1300 feet cleva 
tion) 3 hours trom Philadeipma. 4 hours trom 
New York and 8 hours trom Buflaio 

Cottages and individual Bungsiows 

Visiting Physicians: De. H. R. M. Landio 
Dr. joseph Waish, Der. Chas. J. Hatheld aad 
Dr. F. A. Craig of Philadelphia, and Dr. Alex 
ander Armstrong of White Haven 
Reoklet ELWELL STOCKDALE, Supt. 





Individual Bungalow with Batu 





LYNNHURST SANITARIUM 


FOR NERVOUS DISEASES, MILD MENTAL DISORDERS, ALCOHOL 
AND DRUG ADDICTIONS 

A rest home for nervous invalids and convalescents requiring environ- 
ments differing from home surroundings. Modern and approved methods 
for giving Hydrotherapy, Electrotherapy, Massage and Kest Treatment. 
An improved treatment for Opium- Morphine addictions, which eliminates 
withdrawal pains and suffering. Experienced nurses. Mild climate. 
Artesian, chalybeate and soft waters. 


S. T. RUCKER, M.D., Medical Superintendent, Memphis, Tenn. 












The PUNTON 
SANITARIUM 


A! private home San- 


itavium tor ner 

















vous and mild mental 
dis secases or inter 
mation, address 
G. Wilse Rebi asen, M.D 
Sept. 
3001 Lydia Ave 
Kenees City, Me. 











GREEN GABLES — Lincoln 


THE DR. BENJ. F. BAILEY SANATORIUM. NEBRASKA 

Green Gables, operated by the Dr. Benj. F. Bailey Sana- 
torium Co, MAIN EXECUTIVE BUILDING for all non- 
contagious, non-mental diseases. REST COTTAGE for selected 
mental cases. Solid brick and stone buildings widely separated. 
Twenty acres of land, independent water and lighting plants, 
fully equipped in every particular. Write for illustrated 
pamphlet giving full particulars and rates. 


"p239000000000990000009990099009999999) 

& DRS. PETTEY @ WALLACE’S SANITARIUM ¥% 
uN FOR THE TREATMENT OF w 
" ALCOHOL AND DRUG ADDICTION 4 
e NERVOUS AND MENTAL DISEASES 

aN Large new building. Al! latest facilities for hydro- and electrotherapy, : 
@\ “Massage, otc. Resident physician. Detached beiiding for mental patients. 

® 866 SOUTH FIFTH ST. MEMPHIS, TENNESSEE Ps 
“ecececececececeeeececeecececececcecee? 





THE CIPES SANATORIUM For Pulmonary and — ALBOQURS Ph 
Laryngeal Tuberculosis NEW Ico 
All modern improve- 
ments. ungalows 
i with individual 
screened porc? 
hot and cold running 
water, bath and toilet, 
electric lights and call 
bells, etc. Rates 
i $20.00 to 625.00 per 
week. No Extras. 
i Write for booklet. 
J. S. CIPES, M. D 
Physician in charge. | 
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Dr. Brawner’s Sanitarium 
ATLANTA, GA. 


A private, homelike easitariom for he care 
and treatmentof Nervous and Mental LD) isensece 
Drege and Alcohol! addictions Hydrothera 


pentic department compiete Grounde coneset 
of eighty ™)) acres of beautifally shaded lawns 
with tennis. croquet. gardening and other out 
door recreations. Climate unexcelied. Rates 
moderate. Address 


DR. JAS. N. BRAWNER 
ATLANTA, GA, 


Physician -in-Charue 








“NORWAYS” 


SANATORIUM (INC.) FOR NERVOUS DISEASES 





1820 East Tenth St. (facing Woodruff Park), Indianapolis, Indiana | 
A thoroughly modern, well-equipped institution for the treatment of | 
nervous and other constitutional diseases, the various drug habits and 
alcoholism. Only mild mental cases taken—separate building for such | 
patients. Beautiful location and extensive grounds, 
For information apply to NORWAYS SANATORIUM 
Dr. ALBERT E.STERNE Dr. CHARLES D. HUMES 


ANNOUNCEMENT 


THE NORBURY SANATORIUM /4SKpoNvite 


OR. oa ae wee ay a terete DOR. pret H. | ae eee 


(Late Al t Board of (Late nic 
For — 3 qh ~~ tute, Kankakee I ithe Watertown 
Hospita H 
| Successors to MAPLEWOOD SANATORIUM., a Private Residenti 1 Home for 
treatment of Mental and Nervous Diseases. Establishedin 191 | N u 
DR po ee H DOLLEAw 


Da Frank PARSONS NORBURY 
Med'‘eal Dire tor sident Pt 
| Address communiretions to THE NORBURY SANATORIUM Ne Hoss Dumond Su Jechseaville. i 
Dr. Ateratr H. DoLiear, Kew t Physicias 
SPRINGFIFID OF FICE—Dr. Franax P hensuen Cor. 7th and Capitol Av« 








, . For the careand treatmentof NERVOUS 
MENTAL and DRUG C _— Conducted 
in connection with the 8 ad Heart Sani- 
tarium. Fire-froof beaitding Rooms en 
suite with private bath—impervious « 


noise Seven departments permit proper 
Classifica'ion. Nursing done principally b 
the Sisters. Modern hydro-therapeutic de 


F or descriptive booklet address 


The Sister Superior or Dr. S. S. Stack, Med. Supt. 


*Rates $18 to $25 per week including extras 


partment.’ 











THE WILGUS SANITARIUM “i” 


For Mental and Nervous Diseases 
Under the supervision of DR. SIDNEY D. WILGUS, formerly 
superintendent Elgin and Kankakee State Hospitals. Address DR. 
SIDNEY D. WILGUS, Box 304, Rockford, Ill. Long distance 
Bell phone 3767. Chicago address, 25 E. Washington St. 








Telephone Central 1008. 
— 
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A private institution for the care and treatment of nervous, 
mental and habit cases 
Established in 1883 
The Sanitarium consists of seven 
erected within the past six years 
Surrounded by seventy-five acres of park. 
Vell equipped with continuous and hydrotherapeutic baths. 


isolated buildings, all 





HOMEWOOD ‘'SANITARIUM, Guelph, Ontario 


For further information apply to A. T. HOBBS, M.D., Superintendent. 





Schoo! established for re-education and employment along 
various lines of handicrafts, in charge of a graduate of the 
Pratt Institute, Brooklyn, 

Climatic conditions excellent. 

Ample provision for recreation according to season. 

Guelph is situated on Canadian Pacific and Grand Trunk 
Railroads, seventy miles from Niagara Falls 







































%) eral Sfiying Baths 
ABO onial Hotel. 

The Mine: wal valer contains the 
Prec es quantity of medicinnl 
proper les yet discovered. 
(Bit beavTitully located. 
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HIGHLAND HOSPITAL | 


Succeeding Dr. Carroll's Sanitarium 
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An institution employing all rational methods for the treatment of 
Nervous, Habit and Mild Mental cases; especially mphasizing the 
natural curative agents— Rest, Climate, Water iet and Work. 

In ASHEVILLE. winter’s rigor and summer's heat are alike tem- 
pered. An elevation of 2500 feet, remarkable scenery and a superb 
climate have made Asheville famous. For booklet address 


ROBT. S. CARROLL, Medica! Director ASHEVILLE, N. C. 











FAIRMOUNT HOME 


Exclusively for the 
scientific treatmentof 
narcotic and alcoholic 
addictions. For de- 
tailed method, write 
for circular and re- 


4A Well-Equipped Institution 





prints of papers read 
at the American 
Medical Association. 
A.J. PRESSEY, M.D. 
W.H. HOSKINS, Mgr. 


A. F. IRWIN, M.D 
Physician in Charge 


900 Fairmount St. 


2219 Fairmount Road 
(New 





CLEVELAND,OHIO 














FAIR OAKS mis 


For the care and treatment of nervous affections, neurasthenia, states of simple depres- 
sion due to business or other stress, exhaustion psychoses, and selected habit cases. 
Voluntary cases only. No objectionable case of any kind accepted. Summit is twenty 
miles from and the highest point within thirty miles of N. Y. City upon the D. L. & W. 
R.R. Convalescents will find Fair Oaks an ideal place for rest and recuperation. 


DR. ELIOT CORTON 


Formerly First Asst. Physician to the 
N. J. State Hospital at Morris Plains 


SUMMIT, N. J. L. D. "Phone 143 


SUNMOUNT SANATORIUM 
SANTA FE, N. M. 


For TUBERCULOSIS 


advantages and location. Under direction of F, E. 
Physician. Rates Reasonable. 


NEW YORK CITY OFFICE: 
DR. T. P. PROUT 


W. %th St. Hours 1 to 3 on Taes, 


3 
Thurs. and Sat. Phone 3812 Greeley 





Unusual climatic 
Merea, M.D., Resident 


Write for booklet and further particulars to 


SUNMOUNT SANATORIUM 


Box 10, Santa Fe, New Mexico 











The Superiority of the Carnes Arm is Recog- 
nized by Lead- 


ing Surgeons 


See Fifth Edition of “Oper- 
ative Surgery,” page 1094, 
by Dr. J. F. Binnie; 
Volume Five ‘Keen's Surg- 
ery,” pages 918 922i nclusive 
It embodies the movements 
of the natural hand and arm, 
and is built for service as well 
as appearance. 


Send For Full Particulars. 


CARNES ARTIFICIAL LIMB CO. 
KANSAS CITY MISSOURI 


also 
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BRIGHAM HALL 


CANANDAIGDA, N, Y. 


A Private Hospital for Mental Cases 


ESTABLISHED 1855 


ROBERT G. COOK, M.D. 
RESIDENT PHYSICIAN 


Voluntary Patients Received 


PASADENA SANITARIUM 


Located near Interurban Electric Lines between 
LOS ANGELES and PASADENA, CALIFORNIA 
For General Invalidism, Nervous and Mental 
Diseases, Alcoholism and Drug Addictions. 

A high-class, homelike, privat’ place in most beanu- 
tifal portion of Southern Oalifornia; forty acres 
groande; separate buildings, new and modern; com- 
plete segregation cases: scientific equip oment; “4° 

vidual treatment; rates reasonable. City o 
both Los Angeles and Pasadena Dr. T. W, BISHOP. 
Medical Director. P.O. address. South Pasadena. Cal, 


The ARGO LYING-IN HOSPITAL 


A private maternity home, under the manage- 
ment of the Argo Hospital, affording every kind- 
ness and protection to its patients and their 
infants. Graduate nurses and attending phy- 
sicians. Rates, $10 to $15 per week. Corre- 
spondence solicited from Physicians. 


Address, Rose Massoth, R.N., Supt. 
Phone Summit 178-M ARGO, ILL. 








Cook County 


THE POTTENGER SANATORIUM 


Diseases of the LUNGS and THR OAT 


For 


MONROVIA 
CALIFORNIA 


A thoroughly equip- 
ped inetitation for the 








For Particulars address 
POTTENGER SANATORIUM, MONROVIA, CAL 


Les Angeles office 


ecrentific treatment of 
t erculostse, High ciases 
accommodations. Idea! 
sli-year. round climate, 
Surrounded by orange 
Stoves ané eautiful 


Mountain ecener 
Forts fi nutes 

from Le 1s Aneel on 

F.M. POTTENGER, 


AM... BD... LL.D 
Medica! Director, 
1.K. POTTENGER 
A.B... B.D 
Aasietant Medi« 
Director i Chief 
of Labora 
g Geo H.f . 
1100 1101 Title insurance Bidg Mee el », Breve. » 
Pifth and Spring Sts San Francisco 





DR. McCREADY’S HOSPITAL-SCHOOL 


For Treatment of Defects of Development in Children 
Retarded Mental Development, Nervous Instability 
Lisping, Ketarded Physical Development, Ductiess 
Gland, irregularity, Idioglossia, Stuttering. Javenil« 
Aphasia, Postura! Defects, Stammering, Deaf-Mutism 

Expert paedological study and treatment 

Limited number of patients affords al! advantages 
of private family life in best residence district of city, 


Address, E. BOSWORTH McCREADY, M.D. 
Office, 909 Keenan Bidg., Pittsburgh, Pa. 


OAKLAND SCHOOL 
A Country Home School 

cated 2 miles north of Baltimore, for 
children of retarded mental or physic al cle 
veropmnont Speech defects and in« rdina 
tion of movements a speciality Nacoor 
det med or insane children received. Cor 
st Physician Dr ADOLF MEYER, the 

shane tle kins Hospital, Baltimore, Md 


Saitoh: The Misses Curtieé, Bagley P. O., Md. 








Disturbances of the Heart 


By Dr. OLIVER T. OSBORNE, New Haven, Conn. 


A text-book for the genera! practitioner 
on the treatment of the heart in its vari- 


ous disorders. Cleth. 216 pp. Price, 75¢ postpaid. 
AMERICAN MEDICAL ASSOCIATION 
635 N. Dearborn St., CHICAGO 














BELLE MEAD FARM COLONY AND SANATORIUM 


ey- MEAD, NJ. Five Attractive Buildings Under State License 
Nervous and Mental Diseases. ALCOHOLIC AND 
DRUG HABITUES AND GENERAL INVALIDISM 
or Tritt parate department for SELS CT CASES 
LEPsY. Fspecially adapted to cases benefited 
A life. Over 300 acres in beautifu i rural district 
with mountain views 
Rates Very Moderate $12.50 per week and upwards 
JNO JOS. KINDRED, M.D. 
N. Y. City Office: 616 Madison Ave. Phone 1470 Plaza 





1994—-DR. CASE'S SANITARIUM—1014 
; For Narcotic Drug Addictions 


and selected al 
Methods aie, brief a 
successt A high 
ombiwing the fa 

ra ities Of a sanitar i ¥ 
comforts and treedom of 
a private home Tuclivict 
valtreatment. Bookle All 
irug patients under Dr 





Case's personal care 


3423 Webster St., Oakland, Cal. 


CALVIN L. CASE M.D. 





JOURNAL CLASSIFIED ADS. BRING RESULTS—TRY THEM 
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IMPORTED ONLY IN BOTTLES 


CELESTINS 





VICHY 


Bottled under the direct supervision of 
_ em the FRENCH GOVERNMENT which 


guarantees Genuineness and Purity. 


CAUTION— So-called ViCHY in Buik 
or Siphon is not VICHY. 


FRENCH REPUBLIC PROPERTY 


Known for many centuries as the 


BEST AND STRONGEST 


Natural Alkaline Water © 


Not Genuine 
without the word 


CELESTINS 

















Write for Literature 





G. H. Sherman, M.D. 


Manufacturer of 


BACTERIAL VACCINES 


(Bacterins) 


DETROIT, MICH. 
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BORCHERDT’S 
MALT SOQUP-EXTRACT 


FOR PREPARING CORRECTLY 


KELLER’S MALT SOUP 
BORCHERDT’S MALT SOUP-EXTRACT is a pure, highly concentrated BARLEY MALT EXTRACT combined with POTASSIUM CARBONATE 
as specified by Dr. Keller. 
MALT SOUP is the finished food, obtained by combined MALT SOUP-EXTRACT with WHEAT FLOUR and MILK, according 
to Dr. Keller’s formula. MALT SOUP is definitely indicated and of the utmost value in the treatment of Atrophic 

or Marantic Infants, who do not thrive on, or tolerate, the simple milk modifications. 


Malt Soup will meet your great need in those difficult feeding orgee, ghowtes “Milk-Nutritional Disorders.” 
as ‘ , Marketed in full 16-ounce bottles at $8.00 per dozen. 
Explicit directions for preparing Malt Soup, literature, and a sample will be sent immediately upon request. 


BORCHERDT MALT EXTRACT CoO., 217-219-221 N. Lincoln Street, CHICAGO, ILL. 


























( When Mother’s Milk Is No Longer Available aa 


NESTLE’S FOOD 


may be used not only with ready adaptation to each child’s nutritional needs and digestive capacity, 
but with gratifying avoidance of the bacterial and other dangers common to fresh cow's milk. 

For over forty years careful discriminating physicians have been using and recommending 
Nestlé’s Food when a substitute for mother’s milk is required, because they have found it a safe, 
convenient and dependable means of safeguarding the digestion and promoting the nutrition of 
infants and young children. 




















Samples on 


NESTLE’S F'OOD CoO. 233 Broadway, NEW YORK Request 


VU —— —_—__—— ——— — A 
































- "| 
POLLANTIN Powder - Liquid - Ointment 


DUNBAR’S SERUM THERAPY 


A ten year record 
(physicians reports) 
gives 80 per cent of 


cases beneficially 
treated. 


Send for Literature Fritzsche Brothers — New York 


* MAGNESIUM: PERHYDROL 


“ Gastrointestinal Fermentation 




















Write for samples. 


MERCK @ CO., NEW YORK 
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ADVERTISING DEPARTMENT 








NOVASPIRIN 


INTERNALLY 


UMAT 


LOCALLY 




















SPIROSAL 


Samples supplied by THE BAYER COMPANY, Inc., 117 Hudson St., New York 








FARBWERKE-HOECHST COMPANY 


PHARMACEUTICAL DEPARTMENT 
H. A. METZ, Pres. NEW YORK 


















MELUBRIN 


NOVOCAIN— 
L-SUPRARENIN SALVARSAN Antirheumatic—Antineuraigic 






Synthetic Tabiets A, Band C A succedaneum for the salicylates 

: z and especially valuable in acute ar- 

Seven times less toxic than cocain, NEOSALVARSAN ticular rheumatism and allied con- 
absolutely non-irritating and equally ditions. It does notaffect the gastro- 





efficient in every way. intestinal tract. 


AMPHOTROPIN 7 “CinrHorate 


Is a well tolerated URINARY ANTISEPTIC and is indicated in CHRONIC and SUBACUTE CYSTITIS, 
PYELITIS, NON-TUBERCULAR PYELO-NEPHRITIS and BACTERIURIA, and is an Internal Adjuvant to 
the External Treatment of GONORRHEA with ALBARGIN. 

Dose: 1 tablet three times a day. 
In Powder, in ounces. In Tablets, in tubes of 20, or 7% grains each, 35 cents. 































PYRAMIDON 


THE Antipyretic andAnoayne | >amples will be sent to 


A powerful analgesic without harm- =e le aaa . : 
ful effect on blood or organs and phy Ssicians mentioning 
without danger of habituation. In- ; 
dicated in typhoid fever, pueumonia, | the Journal A. M. A. SHOTIEENE preperses for use in the 
erysipelas and influenza. treatment of diabetes. 


HEDIOSIT 
C, Hy O, 


A seven sugar, with nutritive and 
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| Genuine Reichert 
Haemacytometers 


Reichert Haemacytometers have won such a reputa- 
tion for accuracy and reliability that unscrupulous per- 
sons have gone so far as to insert other makes into cases 
bearing the Reichert imprint. To make sure that you 
get the genuine, place your orders directly with us. 


HAEMACYTOMETERS 


complete with counting chamber, cover glasses, two tested 
mixing pipettes in elegant leatherette pocket case 
Full Directions With Each 


No. 171 J—with Thoma Chamber - §$ 8.75 
No. 171aJ—with Turk Chamber - - 9.15 
No. 171bJ—with Burker Chamber - _ 11.20 


COUNTING CHAMBERS ONLY 


No. 172 J—Thoma (Incase with cover glasses) $4.55 
No. 173 J— Turk se 66 “ “e ““ 5 .95 
No. 173aJ—Burker “* “ “ “ “ 7,00 
No. 174 J—Mixing se at 35 1:100 for red 


corpuscles - - - - =- = 1.40 
No. 175 J—Mixing Pipette 1: 10 for white 
corpuscles- - - - - = = = 1.40 


Delivered Prepaid Arguhere i in U. S. A. 


Send esdeie and remit ae Mc ney Sede ror : Bank. Draft to 


GODER-HEIMANN COMPANY 
Sole U.S. Agents for C. Reichert, Vienna, 


623-629 S. Wabash Ave. CHICAGO 








| The Natural Mineral Water of 


CONTREXEVILLE 


Vosges, France. 


Source Du Pavillon 


Gravel, Gout, Rheumatism, 


Diseases of the Bladder and 
Arthritis in General. 


The diuretic and solvent qualities 
of Contrexéville are unusually 
active, which makes its adminis- 
tration particularly indicated in 
these affections. 





Known in EUROPE since 1760, should 
be better known by the profession here. 


MORRIS & SCHRADER, Distributors 
| 8 Barclay St. NEW YORK 

















ALPINE SUN LAMP 





No Hospité No Sanitarium 
should be without it 


WIDE FIELD OF APPLICATION 





Surgery Ophthalmology 
Internal Medicine Dermatol 
Gynecology Venereal Diseases 


Write at once for full information to 


HANOVIA CHEM. & MFG. CO. 
Chestnut St. & N.J. Railroad Ave., Newark, N.J. 





L. 








102° ALL COMPLETE 








The Gold Medal praying and Nebuliz- 
ing Outfit. Highest award at the World's 
Fair, St. Louis, 1904. Ten awards, Medals, 

| Patents and Diplomas Tank, pump, pres- 

| sure gauge, needle valve, aseptic black 
rubber hose, automatic cut-off, two atom- 
izers that spray either oil or water, uni- 
versal nozzles that spr ay in any direction, 
1 fine nebulizer, 1 powder blower, special 
nozzle for inflating the eustachian tubes 
and middle ear, fine 4-bottle stand. The 
tank is beautifully finished in oxidized 
copper, other metal parts nickel plated. Pressure for a treatment ob- 
tained in 15 seconds porking wie one hand. The needle valve (16) holds 
the pressure indefinitely ny ph mqiegs are discarding outfits that 
cost $50 to $100 and using the Golc alinstead, because it does the same, 
or better work, with less than half the labor. We sell the outfit complete, 
as illustrated, for $10.50, Money refunded if you are not satisfied. Ex- 
hibited and many orders received at the A. M. A. Meeting, St, Louis. 


| THE JAECKH MANUFACTURING CO. 


Manufacturers of Dr. Robertson's Inventions 


‘422 E. Eighth Avenue Cincinnati, Ohio 
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New Edition In 2 Vols. 


$16.00 Net 


REVIEWS 
“An absolutely up-to-date text book on Orthopedic 


DE F°O R NIVTT EES I sires tia ser tied to recognize the contribu 


INCLUDING 


DISEASES OF THE BONES AND JOINTS 


TEXT BOOK OF ORTHOPEDIC SURGERY 


Illustrated by 70 plates and over 1,000 figures, and by notes of cases, 


By A. H. TUBB, M.S., Lond, F.R.C.S., Eng. 


| tions made by American Orthopedic Surgeons, nor 

can we estimate too highly this remarkable work; 
it is most complete and thorough.” 

American Journal of Orthopedic Surgery 


“A most complete and authoritative exposition of 


the subject.” 


Edinburgh Medical Journal 


“The First Text Book in English upon the Subject.” 


THE MACMILLAN COMPANY, 64-66 Fifth Ave., NEW YORK Lancet 


J 








Pilz Anatomical [lanikin 





16 A Warren Street 





‘THE MASTERPIECE’ 


Adopted by the Medical Department U.S.A. 


Present in LIFE SIZE and in NAT- 
URAL COLORS the relations of all the 
structures of the body, and the contents, 
in normal position, of various cavities, 
Made of Indestructible Linen cardboard, 


Female Manikin with 
Obstetrical Supplement $15.00 


Sexless or Male Sex ° . . $12.00 


Sent C.O.D., or on receipt of N. Y.current 
funds. Guaranteed exactly as represented 


Write for full description in 
pamphlet form. 


AMERICAN THERMO-WARE COMPANY 
Sole Importers 


NEW YORK 


SUPERIOR CABINET STERILIZER 
The Germicidal Fumes Sterilizer 


No water, No Heat, No Steam, 
No Gas, Electric or other con 
nection A perfect Formalde 
hyde Sterilizer. Always ready. 
Keep your emergency instru- 
ments in this Sterilizer and they 
are always ready without theloss 
ofamomentstime. For further 
information apply to your dealer, 
or write us direct for booklet 


giving full desc ription 


MANUFACTURED BY THE 


ERIE CITY MFG. COMPANY 
ERIE, PA., U.S.A. 

















Dorrances’ Coagulometer 


Devised by George Morris Dorrance, Surgeon to St Agnes Hospital, Philadelphia, Pa. 





Surgical Instruments 





This instrument is the combination of the 
best features of a number of coagulometers 
on the market, its special features being that 
factors such as foreign substance, change in 
temperature, ete., are either eliminated or 


very much reduced 









As shown in the illustration, it consists of a 
vacuum bottle, four cone 
shaped tubes and a thermome- 
ter for testing the temperature 
of the water The water is 
kept at an even temperature 
of 98° F. In this way the air 
above the water is always 
practically the same, As shown 
in the illustration there are 
three distinct methods of de- 
termining the end point. 

First—The amount of blood 
that falls off the end of the 
tubes as they are introduced 
into the water. 

Second— The amount of mate- 
rial adherent to the bottoms of 
the cones when they are re- 
moved from the water. This 
is best shown by looking longi- 
tudinally through the tube. 

Third—The amount of clot 
remaining on the tube, which 
is determined by removing the 
coagulin from the end of the 
cone by a piece of blotting 
paper 

The normal coagulation time 
with this instrument is from 
three to ive minutes. 


PRICE, $6.50 


CHARLES LENTZ & SONS 


PHILADELPHIA 
























PRICE 


$2.50 


Complete with direc- 
tions for using. 


EXTRA CHARTS 


In Three Colors 
(Copyrighted) 


Each $.25 


The Phoria-Test at reading distance has always caused trouble and 
delay, as it necessitated the change of trial lenses to accommodate cither 
single or double prisms, in order to dissociate the eyes. 

The PHORIA-METER will eliminate this condition, giving in less 
than halfa minute the total amour.t in Prism Diopter of EXOPHORIA, 
ESOPHORIA, RIGHT or LEFT HYPERPHORIA that may exist 

Used with equal ease and accuracy on a child or illiterate Also 
has advantage of using before the correcting lenses (in frame) which do 
not have to be disturbed. 


TWO LATEST BOOKS ON MUSCLE TESTING 


PRIGMSE— Their Use and Equivalents by James Thorington, A.M., M.D 118 
Illustrations, 18 Colored. Cloth, 62.00 net 

OCULAR MUSCLES by IH. F. Hansell, A.M., M.D., and Wendell Reber, M.D 
Practical book on muscular anomalies, second edition rewritten and enlarged, three 
plates and many illustrations ‘ t 02.50 net 


Wholesale, Mcnujacturing and Jobbing Opticians 
723 SANSOM ST. PHILADELPHIA, PA. 





DAINTIRE, AN sGEE &. Drown 60 
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$10.00 Puts This in Your Office | 


This magnificent seven-piece White Enameled Steel office 
furniture set. $55.00 Steel Cabinet.. $25.00 Steel Operating 
Table. $18.00SteelIrrigator. $8.00 Steel Instrument Table. 
$8.00 Steel Chair. $6.00 Operator's Stool. $3.50 Steel Waste | 
Bucket. Entire Outfit foots up $123.50. Our price only $100. 


ei Easy Rental Purchase Plan 


$10.00 Cash with order, balance $10.00 a month. Send $10.00 | 
today or send for complete description of the outfit. Don't | 
put off acting. ‘his is one of the biggest bargains ever | 
offered and this offer will hold good for only sixty days. 


A. S. ALOE CO. sis otive st: "St unis, He 








LINE OF PHYSICIANS’ 
APPLIANCES 


Send for Catalog 
SPECIALISTS’ CHAIRS 
CABINETS 
IRRIGATING TABLES 
VIBRATORS 
ACCESSORIES and 


RECEPTION ROOM FURNITURE 


Automatic Examining Tables 
For Specialist or General Practitioner 


Send for List No. 2 of Display Samples and Refinished Goods 


W. D. ALLISON CO. 


Manufacturers 
915 N. Alabama St., Indianapolis, Ind. 


PRINCIPAL AGENCIES 


110 E. 23d St., New York 

121 N. Wabash Ave., Chicage 
691 Boylston St., Boston 

26 S. 17th St., Philadelphia 
304 Empire Building, Pittsburgh 
2335 Market St. Sam Francisco, Gal. 





Style 8 “Craftsman Chair” 






Irrigating Table. Style 138 








OUR CROWNING 
ACHIEVEMENT 


As the World's Largest Maker 
of Sphygmomanometers 


SELF-VERIFYING Tycos 


It answers the question, “‘Is the instru- 
ment correct?’’ by a glance at the dial | 
before each time of use. | 
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With ALL other types and makes of | 
sphygmomanometers this question can be| 
definitely answered only after the instru- 
ment has been “‘tested’’ with another of known accuracy. | 

Blood Pressure Reports based on examinations made with | 
a SELF-VERIFYING Jycos mean reports free from errors | 
due to instrumental inaccuracies. 

Write us for information on how to exchange your obselete| 
adjustable-dial Jyeos for a SELF- VERIFYING, full | 
jewelled instrument. 


Price, pm om er yh ne $25. 00 





Sold by Surgical Instrument Dealers every- (-<——\ 
where. If your dealer cannot supply you or will | 2 PRtssurt 
TEL SATYUNOPANN (TR: 


not order for you, write us. 
Ask or write ir Dese Aponed Booklet. 


“Fiyler instrament Companics 


730 West Ave: Rochester, N. Y. 
Makers of the celeb: ated Tycos =. ea 


Fever Thermometers. 


Troe 
































TUNGSTEN TARGET TUBES 





MACALASTER W1GGIN COMPANY 


Boston, Mass. mM. 
Sudbury Bidg. ‘es « Lake St. 




















FORBES DRY PIATES 


Use FORBES 


X-RAY PLATES 


For Best Radiographs 
FORBES DRY PLATE C0., 26 Armour St, ROCHESTER, N. Y. 


—__—— ERNERAL ALT. 
Macalaster-Wiggin Co., Boston, Mass. 
The Appengold Co., 150 Nassau St.. New York, N. Y. 
John McIntosh Co., 30 E. Randolph 8t., Chicago, Ill. 
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This photograph shows 
how the strain of support 
is broadly distributed over 
the pelvic girdle. 


BookLetT on REQUEST. 





What 


_ You prescribe ‘‘somebody’s corset” for abdominal sup- 
port, and what do you get? 

Youll..get whiteder the dealer has in stock of that 
make! At best, it will be but an ordinary corset. ' 





A certain make of corset is not enough; you want the 
particular. type of corset that exact/y meets the needs of 
the individual patient. 

And if the dealer hasn’t exactly what your patient 
needs, you may not know it until the damage is done. 

When you prescribe a Sfencer corset, a supporting cor- 
set is especially designed to meet the needs of the patient, 
by designers who have worked with doctors for years. 


Which of the two kinds of 
your patient? 


service is best for 


We probably have a representative near you 


SPENCER SUPPORTING CORSETS 
NEW HAVEN, CONN. 


a Good Corset, 








































under arm 






buttock. 







La GRECQUE SURGICAL CORSET 


Has sectional front, joined 
one-piece 
back which supports from 
convexity of 


to 


spine and 


Showing Corset Open) 


Surgical and Maternity 


CORSETS 


Physicians and Surgeons Every- 


where Say We Do 


La Grecque Surgical Corset is 
a true Physioloyical “lift up.” 
No constriction at waist or 
downward pressure. It affords 
specific support, raising the ab- 
domen, placing the point of con- 
trol and suspension at the con 
vexity of the spine and buttocks. 
There is no more effective post- 
operative aid 

It prevents prolapse of the 
abdominal viscera and does not 
impede the circulation It so 
supports that the function of no 
organ is disturbed. No muscle 
becomes atrophied by compres- 
sion or disuse 

La Grecque Surgical Corset 
allows freedom of movement. 
The energy and efficiency of the 
papient is increased and a grace- 

ul erect posture is restored and 
maintained. 

Anillustrated booklet showing 
how and why these results are 
attained will be mailed upon 
request. 


Sold only through 
Physicians and Nurses 


VAN ORDEN Corset Co. 
45 W. 34th Street, 


NEW YORK 














BERTHE MAY’S 


CORSETS 


Designed by a Physician 


Berthe May's corsets have solved the 
Corset Problem and are destined to 
eventually become the Type and Stan- 
dard of the Corset for the Medica! 
Profession 


BECAUSE: 

—They are physiologically correct 

—They support the abdomen at al! 
times instead of flattening and pressing 
it down like other corsets 

—They are designed, built and made 
to order for tlieir own purpose 

They are Specialties. 

—They are NOT Side lesues. 

They ere NOT Adaptations of Ordinary 
Cersets, like those put on the market by 
wholesale manufacturers to sell along 
with their ordinary lines 





Specially made for 
MATERNITY 
and genera! 
Abdominal Support 


also for NURSING MOTHERS, GROWING 
GIRLS and ATHLETES. 


PRICES FROM $6.00 TO $18.00. 
SPRCIAL TERMS TO PHYSICIANS and NURSES. 


Write for Booklet Ne 





I giving full information and 
photographic reproductions to 


BERTHE MAY, MFR., 10 East 46th St. NEW YORK 
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ARTHUR H. THOMAS COMPANY 


IMPORTERS AND DEALERS 


Microscopes, Laboratory Apparatus and Chemicals 
WEST WASHINGTON SQUARE, PHILADELPHIA 


MACKENZIE INK POLYGRAPH 


ENGLISH MAKE 





This instrument records two 
simultaneous tracings only, i.e., 
radial pulse, and one other, such 
as carotid, jugular, apex beat, 
etc., and writes with ink on glazed 
paper. The clockwork operates 
at variable speeds. Zhe English 
makers have been unable to supply 
the demand for this instrument 
for some time. Orders are filled 
in turn and should be placed 


promptly. 
Duty Free ..........$65.00 
Stock. .............. 66.08 


Send for a copy of our new 
pamphlet, ‘‘Instruments of Pre- 
cision for the Graphic Study of 
the Circulation, after Jaquet, 
Uskoff Mackenzie, etc.’’ 




















MARKS the Oldest Manufacturers 
and the Latest Inventors 
Light — Durable — Practical 


Do not get out of order. Inexpensive to wear. 45,000 
have been made and worn in all parts of the world. Re- 
ceived 47 highest awards. Appointed by 
United States Government, railroad com- 
panies and large corporations to furnish 
artificial limbs to pensioners and 
employees. 

The utility of Marks’ artificial 
limbs are without limit. Persons 
wearing them engage in every 
occupation and profession, 




















OHN BuRKLEY, Dancing Teacher, 
lamilton Co.,U ‘Lhave worn your 
artificial arm now for five years, 
using it at the factory for three 
1% ars. Since I left the factory 

have given my attention to 
teaching dancing. My artificial 
arm isso natural that the danc- 
ing people do not know which 
is the artificial one untill tell 
them—which I don't do very 
often.’ 


Manual of Artificial Limbs 

384 pages, 724 cuts sent free. In- 
structions are given how to take 
measurements and. obtain artificial limbs without leav- 
ing home. 











The Astral Fluoroscopic Screen 





CHICAGO 


Y.MUELLER & co 





We claim that this screen excels the 
Bario Platinum Screen because it has a 
greater intensity of fluorescence, permit- 
ting the use of arelatively smaller amount 
of current. Does not deteriorate rapidly 
and is not affected by light in any form. 








V.MUELLER & CO. 


1779-81 Ogden Ave., CHICAGO 





Makers of Instruments foc specialists in every branch of surgery. 














A. A. MARKS xaiactry | 
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The Standard of Efficiency 


To successfully meet the standard of efficiency in the examination of 
blood, sputum, urine, feces, etc., you should provide yourself with a 


MICROSCOPE 
HAEMACYTOMETER 


which are built to meet the most critical demand. To better do it 
many original and unique features of practical usability, features which 
make for convenience and comfort in use as well as efficiency and 
durability, have been incorporated. Thén, too, Spencer Optics, for 
more than fifty years the leaders in the American market, possess the 
peculiar qualities needed—critical definition—superior resolving power— 
very flat field. For these reasons a great number of careful workers 
prefer Spencer Microscopes. 


No. 36H MICROSCOPE..................$80.00 
No. 490 MECHANICAL STAGE.......... 18.00 
THOMA HAEMACYTOMETER—Complete.. 9.00 


Ideal 
Equipment 





Every Spencer Instrument is guaranteed to be of the highest 
possible degree of accuracy. 


Equipped with 4x and &x oculars, 

6m mand4im/ mdry andi.&8m mim 

: ron | 1914 ILLUSTRATED | FREE mersion objective, triple nose piece. 
quick-scre substage Abbe conden- 
; REQUEST | PRICE LIST | REQUEST sas eaithe aaiithie iden = © 


SPENCER LENS COMPANY, BUFFALO, N. Y. | complete in cabinet - - $80.00 




















ft | & 


TYCO DR. ROGERS’ 
SPH YGMOMANOMETER 
Rent It Five Months—Then It’s Yours—A"4 that is exactly what we 


mean and what we do. The 
cash price of the Tycos, Dr Rogers’ Sphymomanometer, everywhere is $25.00. We 
will rent it to you for five months at $5.00 a month and at the end of that time it is 
your absolute property. You pay only the cash price (no interest—no extras) and 
have five whole full months in which to make it pay for itself. 


Leather Case and Booklet Free—"* celebrated cenuine Dr. Rogers’ Sphyemo- 


manometer is very accurately made and regis- 


~ ters both systolic and diastolic pressures. With every Tycos is included Free a genuine mo- 
rocco leather case. You can put your Tycos into this case and carry the entire instrument 
L in your pocket. Besides the case we give you Free a 44-page booklet which explains accu- 
rately, thoroughly and plainly just how and why the Sphygmomanometer is essential to the 
- ; i} intelligent practice of medicine 


9 Send to-day. Just say that you saw our offer in 

t Ten Days Trial— Money Back—*°: A. M. A. Journal Enclose $5.00 as first 

y month's rent and we will immediately send you the instrument, and you will only have to 

pay $5.00 every succeeding month till the cash price, $25.00, is paid in full. Send that $5.00 to- 

day—first come, first served. The orders are going to come thick and fast, so you will have 
to hurry. We give ten days’ trial and return your money if you are not satisfied 


CASH PRICE. The price for all cash with order is just the same, $25.00. We make no distinction. 


A. S. ALOE CO., 














































50 JOURNAL AMERICAN MEDICAL ASSOCIATION 











QULTMDIAA AIDA AD TMP 





ccuracy-Ffficiency- Durability 
A reputation of almost sixty years in 
the making of high grade scientific instruments 


Reeth Toh 


Microscopes 


Send for our catalog, which 
gives a full list of prices and 
descriptions of physicians 
laboratory equipment. 


BBH- Microscope: Equipped with , ch © 
Abbe cond ; 2 Iris diaphragms; ] 
Able condenger, Ini Gaphracms usch £3 Jomb Optical ©. 


16 mm (2/3-in.) and 4 mm (1/6-in.) dry 
and 1.9mm (1/12-in.) oil immersion 





objectives and triple dust-proof nose- 400 ST. PAUL STREET, ROCHESTER, N.Y. 
piece. Price $80. With new Swing- ’ 
out condenser, $85, NEW YORK WASHINCTON CHICACO SAN FRANCISCO 





MM nM 











THE LAST WORD IN TRANSFORMERS 
"SOAS “King Model” X-Ray Machine 


FIVE YEARS of careful and scientific development have 
produced this MARVEL OF EFFICIENCY. 


Qualified experts record their praise of its engineering and 
electrical principles and its highest grade workmanship. 

PHENOMENAL SPEED. Mildest as well as HEAVIEST 
output, % to 200 milliamperes and over. 


FLEXIBILITY of control and range. _ FLUORO- 
SCOPIC as well as RADIOGRAPHIC. 


EASIEST on 2-ray tubes through peculiar wave 
form. PRODUCES widest of contrasts on plates. 
AND WE ARE READY TO PROVE IT. 


MANUFACTURED IN STANDARD SIZES 





We manufacture a complete line of X-Ray *.d High Frequency 
Machines, Galvanic, Faradic and Sinusoidal Apparatus, Pantostats, 
Cauteries, Vibrators, etc. 
Write to DEPT. A for We have the largest line of Cpstoscopes, Urethroscopes and 
catalogs and details Diagnostic Instruments in the United States. 
“EVERYTHING ELECTRICAL. FOR THE PHYSICIAN AND HOSPITAL” 


Wappler Electric Manufacturing Co., Inc., 173-175 E. 87th St., New York 
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DO YOU KNOW 


that the number of orders received for the 


New Nicholson Sphygmomanometer 


has exceeded every expectation? 












After considerable experimentation and research we found the mercury column 

was the only form of blood pressure apparatus which remained accurate and 
reliable. It then became necessary to find an instrument which was fortad/e. 
As Dr. Nicholson’s New Pocket Sphygmomanometer admirably combined 
these features, we undertook its manufacture. 


Our Good Judgment in the Selection of this Instru- 
ment is Confirmed The success of the instrument is assured, 


Share with us the success of the mew portable mercurial instrument. 
Purchase now the instrument that is a primary standard. 


It Slips Into the Pocket 
(Size 14x25 x6% inches.) 


PRICE $25.00 


In a morocco case with certificate signed by Dr. Nicholson. 





iT SLIPS INTO THE POCKET 








Most dealers can supply you with this instrument. Find the one who will 
and talk to him—he’s progressive. 


We have a little booklet, ‘‘Blood Pressure Rea‘lings,'’ which describes 
the Auscultation Method, and tells you in detail about our instru- 


ment. You'll appreciate it. Drop a post card to Department 3 
and we'll send it to you. 


Precision 
Thermometer & Instrument Co., 
1434 Brandywine Street, Philadelphia, Pa. 
































Wantz Automatic X-Ray Teleflasher 


—the new x-ray timer for automatically flashing the tube 
in selective fractional parts of a second, either singly or 
serially without resetting the mechanism. 








Designed so that the tube may be energized with the oper- 
ator at any desired distance from both tube and operator. 


“Simply Push the Button”’ 


Absolutely Accurate Preserves the Tube Vacuum 
Conserves Tube Life Standardizes Exposures 


In roentgenoscopy, the automatic mechanism is cut out of 
the circuit and the primary circuit breaker is operated with 
a two-way push button which is either held in the hand or 
attached to the screen. Some operators prefer this method 
in preference to the foot switch. 








Write for Special Bulletin 


VICTOR ELECTRIC COMPANY 


Factory and General Offices 


Jackson Blvd. and Robey St. 


NEW YORK, 110 E. 234 St. 


CHICAGO 


BOSTON, 711 Boylston St. 

















JOURNAL AMERICAN MEDICAL ASSOCIATION 











Doctor: Ask Your Patient These Queries: 


Do your feet hurt? 
Pain in the ankles or heels? 
Cramped toes or pains in forward part of the foot.? 


Callouses—Corns—Bunions? 


These are indications and symptoms of lesions of the feet 
And for structural weakness NO APPLIANCES EXCELL 


Sa eee «=«CSchoiil’s 
This condition can be corrected by the use of SCHOLL'S FOOT-EAZER Foot-Eazer 


This orthopedic invention firmly supports the arch longitudinally, For General Use. 
in an easy manner, gradually raising the bones to normal condition. | 





IS USED WITH GREAT SUCCESS BY MEDICAL MEN HERE AND ABROAD, BECAUSE: 
lst—Light, springy and comfortable. 
2d—No larger boot or shoe required. 
8d—Made of two springs, free at one end—is self-adjusting 
to all feet and removes ligamentous and muscular strain. 
4th—Gives firm yet flexible support, relieves strain 
and pressure and excites correct muscular action. 
5th—Does not impede circulation as would 
rigid and heavy devices. 
6th—Can be worn by men, 
women and children. Asize 
and fitting for every case. 





Scholl’s Arch Fitter 7th—It is adjustable, progressively elevated 


With this practical machine all to fit im ) y oO iti 
Scholl Foot-Eazers and Arch Sup- I sa ed c ndition. 
ports can be shaped to any degree 


of elevation or correction. 8th—Prescribed as a foot rest—eases feet— 


Scholl's Appliances have the 


recommendation of mocrees men makes walking or standing comfortable by 


in all parts of the world. 


Worn by Overa Million People evenly dis ributine eo wae 
Awarded Medal and Diploma at J st uting the body sw eight. 
the International Congress of 


Medicine, London, 1913. 9th—The use of Scholl's Foot-Eazer by 
the surgeon or general practitioner 
insures prompt and lasting results. 


10th—Overcomes necessit y of mak- 
ing plaster casts, etc., yet 


Doctor--Send for ins ing ; . 
book--it describes insuring correction as 
choll’s Appli- . the 
pony MN a prescribed. 
sician. 








‘THE SCHOLL MFG. Co. 
212 West Schiller Street, CHICAGO 


337 Broadway, NEW YORK 214 King Street, E. TORONTO 
1-4 Giltspur St., LONDON, E.C. 268 Mainzerland Strasse, FRANKFORT, a M. 
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PILLING-FAUGHT 
BLOOD PRESSURE 
APPARATUS 











; : ail FAUGHT @ 
ne ONT POCMET ys HAVE YOU HAD ANY TROUBLE WITH 
gunna nse ANY OTHER MAKE OF ANEROID SPHYG- p 
MOMANOMETER? SOME HAVE—BUT NOT 
THOSE WHO USE THE FAUGHT POCKET. | 
ASK YOUR CONFRERES. | 


SUPS wm re POCKET j 


BUILT LIKE A WATCH 16 REASONS: 





1. There is no mechanical detail of practical value 9. The arm-band urd width | nehes) an 
in any sphygmomanometer which is not embodied in of sufficient length to meet all requirements 
those of the Faught-Pilling make. In this apparatus 10. The pressure bag measures 9x 5 inche 
you will find: 11. The cuter fabri f the arm-hand is of washable 

2. A scale running to 300 mm. Hg material and permits easy sterilization 

3. The scale graduated in millimeters requires no 12. Arrangement i k re al of the | ‘ 
computation to determine the actual pressure bag from th uter covering for cleaning and other 


. ; . . : purposes 
4. An adjustable dial which allows for changes in — 


temperature and atmospheric pressure 13. An attractive leath Ca writ hol ec gau 
} ' ' j f . ‘ ‘ Ge te 
4 Ty . . arm mana ind pump ant Is ¢ col 1¢ iz¢ ) 1 
5. The scale plainly marked in black and red on a the pocket 
; thie > 
white background — easy to read. ; Tr a , , aol 
" . ? 2 14 Permanent accuracy whict nas cc! aemor tratead 
6. The aneroid mechanism has four chambers, assur- py thousands of satisfied vset orking under all cot 
ing absolute smoothness in operation. The same advan- ditions during a 
tage as a “Six” auto over the old one or two cylinder 1S The I ht Annaratus is in general use by 
‘ AUK : ; ’ ~~ ia | ? 
The metal pump of convenient size is positively sands of physiciat ’ the I S Government 
guarded by an air-tight valve life insurance compani , research laboratori 
8. A reliable release valve is conveniently placed o1 the standard of at 


the shank of the pump 16 


THEREBY INSURING PERMANENT “ACCURACY 


Made by the Largest Makers of Sphygmomanometers in the World 
1814——HUNDREDTH ANNIVERSARY——I1914 


Price, complete, with arm band metal pump, in durable morocco S .50 
case. Signed certificate and a copy of Faught’s Primer on blood- NET 





pressure with every apparatus. . 


—— FAUGHT’S BLOOD-PRESSURI PRIMER, 120 pages, has 


| FAUGHT | > been prepared expressly as a guide for the clinical study of blood 


| BLOOD PRESSURE pressure. Every word means something and the book is full of. prac 
| PRIMER 


tical information published especially for those desiring practical 
information upon this important subject. It is a short, concise, easily 
read book, covering the subject of blood-pressure from A to Z. Price 


25 cents Postage 5 cents 


GEORGE P. PILLING & SON 


PHILADELPHIA, PA. 
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“Tasteless, 
Isnt If |! 


\ gZ Watch Her Smile 
, J When She Takes | 
KELLOGG’S 


you will no longer hesitate to prescribe Nature's 
best cathartic—Pure Castor Oil—if you prescribe 
the kind that has no taste or odor— KELLOGG’S 
TASTELESS CASTOR OIL. _ This new form of 
pure, unadulterated Castor Oil is the result of exhaustive research 
in our extensive laboratories. 


Kell 0949 
we Tasteless-Castor-Oil 


is all the more wonderful because we guarantee it to be absolutely unadulterated and pure— 

nothing added, nothing taken away except the offensive odor and taste. If anything, it is 

stronger than the old-fashioned Castor and it émbraces all the therapeutic advantages of the 

old form. Since the old offensive odor and taste of the Castor Bean have been removed, 

KELLOGG’S TASTELESS CASTOR OIL is an ideal cathartic to prescribe for practically 
every case of indisposition of adult or child. 







































Y Send for Free Sample—Test it Yourself 


We are marketing KELLOGG’S TASTELESS CASTOR 

OIL by sincere methods. We want your cooperation in ex- 

tending its use and would consider it a favor if you will ) 

send in the free sample coupon in order that a’ Dept. “K” 


you may put it to your own exhaustive tests. CA 






























2 ae tal 
SPENCER KELLOGG & SONS Please send me 
INCORPORATED J i i soy ) thre ounce 
Aa ) 0 of KEL- 
2 Ss Crushers st Beans A 4 vant crea es 
*’* CASTOR OIL. 
CENTS BUFFALO, N.Y. 9.” af 





DEPT. y 
~ . Pa | Peo eee 


PER BOTTLE 
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We Turned the Invalid Chair Business Upside Down 
When We Advertised that for $13.50 


We would turn out a Steel Wheel Invalid 
Chair made of better material, better finish, 
with forged steel forks (the vital part of the 
chair), stronger wheels with larger spokes 
and electrically welded steel frame, few 
believed it. Our Invalid Chair Department 
is under the direct supervision of one of the 
best known Invalid Chair makers in this 
country 
and every 
Chair is tested by him before it 
goes to the shipping room. Not 
one complaint have we received 
on the last 850 chairs shipped, and 
single institutions now have as 
many as 33 of our Chairs in use. 
















Our Invalid Chair Catalog, showing 
over sixty styles, is FREE for a postal 














FRANK S. BETZ CO., HAMMOND, IND. 
OR CALL AT OUR 
Chicago Salesroom: 30 E. Randolph St. Chicago, Il. 








While it lasts, $1.50 buys a $5.00 bundle of the finest 
Kangaroo Tendon ever brought to this country. 


























Sugar is an Extremely Important Constituent 
in Infant Feeding BUT 


YOU MUST SELECT THE RIGHT SUGAR 


A large part of the troubles of infant feeding has been shown to 
be due to the ingestion of milk sugar or cane sugar. 


MEAD’S DEXTRI-MALTOSE 


from the standpoint of DIGESTIBILITY and ASSIMILA- 
BILITY represents the properly balanced carbohydrate. Com- 
position—Maltose 52%, Dextrin 41.7%, Sodium Chloride 2%, 


Administration—1% oz. Dextri-Maltose (2 heaping tablespoon fulls) 
to any milk and water mixtures suited to age and weight. 


Literature and Sarmples om Request 


Mead Johnson & Co. Jersey City, N. J. 
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Test the Quality of 
9 ~ 
Armours Grape Juice 


Compare it, for your own satisfaction, with other brands on 
the market called pure grape juice. You will find Armour’s all that is 
claimed for it—the full, pure juice of rich, delicious Concords, ripened 
to perfection, pressed as soon as gathered, then bottled immediately. 
In this way the natural flavor and original freshness of the fruit are 
retained. 

Armour’s Grape Juice is not diluted or adulterated in any 


manner. No artificial sweetening has been added, and no fermenta- 
tion takes place, either before bottling or afterwards, 





Armour’s Grape Juice agreeably augments the sick-room diet 
for both old and young. Besides affording a delightful, refreshing 
beverage, it has a beneficial tonic value. 


Bottled Where the Best Grapes Grow 
For Sale at Drug Stores by the bottle or the case 
ARMOUR 4x° COMPANY Chicago 


—- 





























50% Better 
Prevention Defense 


Indemnity 


All claims or suits for alleged civil malpractice, error or 
mistake, for which our contract holder, 


Or his estate is sued, whether the act or omission was his 


own 


Hew York 
Post-Graduate 


MEDICAL SCHOOL AND HOSPITAL 

















TWENTIETH STREET 
AND 
SECOND AVENUE 


Summer Session 1914 


CONCISE, COMPREHENSIVE, PRACTI- 
CAL Post-Graduate Instruc- 
tion for both the General 
Practitioner and the Spe- 
cialist, in all branches of 
Medicine and Surgery. 
Newest ‘scientific methods 
of Diagnosis, Treatment 
and Operative Technic. 


STUDENTS MAY MATRICULATE at any time for the General Course 
and for the Separate Clinical Courses. To the near-by physician who 
cannot attend continuously, a Coupon Ticket will be issued, enabling 
him to attend on selected days of the week. In the Special Courses, 
classes are being formed throughout the year. 


THE LARGE HOSPITAL, under the same roof with the school, affords 
an abundance of material for study, Unusually large number of dis- 
pensary patients; 405 hospital beds. Daily bed-side instruction is 
given to the Matriculates. 

Ex ALLY WELL-EQUIPPED Laboratories; excellent opportu- 
nities for Research Work. Full chemical and microscopic analysis 
of Diseases of the Stomach. epesste Schoo! for Eye. Kar, Nose and 
Throat Dc partments, courses singly or in combination. Operative 
Surgery. mple opportunity to assist at major operations. 


Ilvur New Announcement and further information, address 
GEORGE GRAY WARD, Jr., M.D., Secretary of the Faculty, 305 East Twentieth Street 

















Orthat of any other person (not necessarily an assistant 
or agent) 

All such claims arising in suits involving the collection of 
professional fees 

All claims arising in autopsies, inquests and in the 
prescribing and handling of drugs and medicines. 

Defense through the court of last resort and until all legal 
remedies are exhausted 

Without limit as to amount expended. 


8 Yow have a voice in the selection of local counsel. 


9 


If we lose, we pey to amount specified, in addition to 
the unlimited defense. 


10 The only contract containing all the above features and 


which is protection per se. A sample upon request. 


The MEDICAL PROTECTIVE CO. 


of Fort Wayne, Indiana 
Professional Protection, Exclusively 
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